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Radio and Education 


MAX HERZBERG 


Chairman Radio Photoplay Committee, National Council Teachers 
English, and Editor 
“Radio and English Teaching” 


ADIO has been folkway and 

daily habit the American peo- 

ple for just about two decades 
that brief time has become tremen- 
dous force our lives. Not 
American education. For various rea- 
sons, some them excusable, radio 
has failed make the deep impression 
onour pedagogy that has made 
everywhere else the American way 
life. 

Yet that fault that certain 
remedied the days tocome. 
ean quite certain that radio recep- 
tion will become standard part the 
equipment our classrooms, that the 
microphone will familiar our 
students the speakers’ stand, that 
both teachers and pupils will employ 
the technique radio familiarly. 
addition, shall inevitably make use 
television, already developed the 
secret processes war far beyond the 
rudimentary art knew 1941. 
Furthermore, shall make constantly 
and much more practical 
use such devices recordings and 
the playback machine. Both will be- 
come less expensive, and they so, 
teachers will learn value the im- 


mense benefits derived from each 
them. 

All this is, however, perhaps 
merely the mechanical side the use 
radio, and these mechanical uses 
will only partially effective unless 
appreciate other aspects and other 
values radio. must see 
part the whole idea communica- 
tion, and see communication, its 
physical and intellectual, its cultural 
and spiritual significance, the great- 
est device civilization, the means 
which civilization becomes realizable. 

More specifically, shall using 
ture. Into every classroom, radio will 
bring data with liveliness and imme- 
diateness not found elsewhere 
and yet with loss the importance 
the individual teacher medium 
between information and student. Even 
more important will the cultural 
value radio, and this connection 
may well stress the highly sig- 
nificant fact that radio, when used 
the aesthetic realm story drama, 
highly individual art-form, genre 
distinct from similar (but not identi- 
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cal) genres the field written lit- 
erature. Teachers will need learn 
the laws this art-form they are 
make most effective use radio. 

the material collected the 
present issue teachers will find, the 
one hand, useful and stimulating dis- 
applied education and suggestions 
for their the other hand, 
there collected material that will en- 
able them make direct study 
radio form art. Mr. Jennings 
tells, direct practical fashion, how 
great city system making constant 
use radio all its forms. Dr. Sum- 
mers considers radio education from 
the viewpoint vast radio network, 


whose programs often are education- 
Richards shows how radio the 
room can made serve one our 
noblest social enterprises. 

Then the three scripts here pre 


sented readers will find remarkable’ 


diversity artistic expression. Here 
are two great poets making use the 
most contemporaneous art contriy- 
ances, and addition one the ablest 
the professional craftsmen radio, 
Mr. Dyer, makes clear how well the 
techniques radio can aid desirable 
social cause. study these three 
scripts, perhaps the production all 
portions them, will assist greatly 
bringing radio home education. 


COPYRIGHT 


Richard DeWolf, acting register copyrights, Library Congress, was 
requested some time ago the AER express opinion concerping the per 
formance copyright material within the confines school. 
the AER president, pointed out that the Copyright Office had authority 
under the law render final decisions such questions. 


authorities these matters. 


his reply 


The courts are the 


did point out, however, that, under the copyright law, the exclusive 
right the copyright owner perform publicly certain classes copyrighted 
works extends performances which are broadcast the public. “It seems 
doubtful,” wrote, “whether performance limited classrooms 
would performance. The courts have held that circulation 
copies matter prepared teachers for school use restricted such use the 
school not general publication. Proceeding this analogy, would seem 
that performance school which only the pupils the school have 
cess would not public performance. not, then not prohibited 
performance under the copyright Journal the Association for 
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Radio the Chicago Public Schools 


GEORGE JENNINGS 
Acting Director, Radio WBEZ 
Board Education, Chicago, 


Radio Council the Chicago 

Public Schools was organized 

September 1937 under the leader- 
ship Dr. William Johnson, Su- 
perintendent Schools and the direc- 
torship Harold Kent. Almost 
immediately philosophy radio 
education was formulated for the guid- 
ance the Council. That philosophy 
embodied number salient points 
which have not changed materially 
the past seven years, but rather have 
been enlarged and amplified. 

Briefly, the basic policy the Radio 
Council has been: the class- 
room must pleasurable listening 
experience; Radio should supplement 
the work the student and teachers 
within the classrooms; Radio should 
motivate some further action the 
part the listening students, under 
the guidance the teachers; Radio 
planning, writing and production ‘of 
programs, themselves, are riot suf- 
ficient program evaluation and 
utilization must set imple- 
ment the work the Council; and 
finally, the Radio Council, and since 
May, 1943, the Board owned and oper- 
ated station WBEZ, was 
service department the Board 
Education, working cooperation 
with other departments the Board 
and with the public schools Chicago. 

following this policy, the Radio 
Council accepted three responsibilities. 
First its responsibility the teach- 


ers and students within the class- 
room radio educational me- 
dium. Our second responsibility 
the school administration radio 
public relations medium. And finally, 
our responsibility the public 
radio medium for disseminating 
general information, education, news 
and entertainment. 

fulfilling its responsibility the 
classrooms Chicago, the Radio 
Council from the beginning planned, 
wrote and produced programs for 
room use. These programs were and 
are written teachers for specific 
grade levels and definite subject 
areas. and subjects have been: 
MOTHER GOOSE LADY, story- 
telling program for kindergarten and 
primary grades; YOR 
STORY teller, program science 
for middle elementary grades; LET’S 
TELL STORY, dramatized litera- 
ture program for upper grades; OPEN 
SESAME, dramatized literature 
program for middle grades; THAT’S 
NEWS ME, general news round- 
program for grades five through 
nine; THE THOUSAND 
LION, program for 
classes upper elementary and high 
schools; HOME ILLINOIS, 
state history program for upper 
mentary and high schools; PLACES 
AND PEOPLE, social-studies pro- 
gram, done cooperation with local 
museum, for upper elementary and 
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high schools; FREEDOM’S 
LIGHT, social-studies program for 
third and fourth grades; YOUR 
WORLD TOMORROW, 
ies program portraying the impact 
wartime inventions upon living the 
world tomorrow; LET THE ART- 
IST SPEAK, program done co- 
operation with the Art Department, 
which has covered the lives and works 
the great masters, modern American 
artists, American Folk-arts, the Folk- 
art the Pan-American countries, 
and Artin Wartime. These are not 
all the programs prepared and pre- 
sented the Radio Council its 
seven years broadcasting, but are 
mentioned here show the possibilities 
radio covering many grade levels 
and subject areas. 

Foreign languages, mathematics, 
safety, American history, 
news, music are other subject areas 
which programs have been planned 
and presented. 

The “core” the Council’s broad- 
casting over both WBEZ-FM and local 
commercial stations for the current 
semester, has been planned in- 
clude ten programs: WESTWARD 
the story the westward expan- 
sion the United States for upper 
elementary grades and high school; 
LET’S TELL STORY, drama- 
tized book program for the same 
grades; PLACES AND PEOPLE, 
social-studies program done co- 
operation with the Field Museum, for 
upper elementary and high schools; 
THAT’S NEWS ME, news 
roundup for all grades above the fifth 
LADY MAKE BELIEVE, ex- 
change program with the Oregon State 
College station KOAC, for middle ele- 
mentary grades; MOTHER GOOSE 
LADY, story-telling program for kin- 
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dergarten and 
SCIENCE STORY-TELLER, 
middle elementary grades; 
CA’S HEROES, program 
tized biographies lesser known fig- 
ures for upper elementary and high 
schools; WORLD BUILDERS, 
science and social-studies program tell- 
ing the story the world-building 
great inventions for upper elementary 
and high schools; and the BATTLE 
BOOKS, quiz program, designed 
for listening the upper elementary 
grades. 

grams, which have been written 
plement definite courses study, 
WBEZ-FM will carry for in-school 
listening the following outstanding 
programs: AMERICAN 
BORS, exchange program with the 
University Wisconsin station WHA, 
covering the Pan-American 
LET’S LOOK CANADA, 
change program with the school 
partment the Canadian 
ing Corporation; THE NEW 
CHINA, program done co-opera 
tion with the Chinese News 
for upper elementary and high schools; 
GREAT LIVES FROM THE 
PAST, program for upper 
tary and high schools, done 
tion with the British 
poration. 

May 1944, the Board 
tion signed lease with one the 
great press associations for its 
news service. complete news service 
presented for the schools, and 
number the features moved the 
wire for radio use are broadcast. The 
Radio Council subscribes one the 
standard transcribed music 
Between these two services, the 
grams exchanged with and done 
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operation with other groups, and the 
programs written its staff for in- 
use, the daily schedule the 
Radio Council-WBEZ broad enough 
offer something every grade level 
and the teacher almost every sub- 
ject area. 

For each the ten “core” in-school 
programs handbook prepared for 
the teacher’s use. These handbooks 
the series (WBEZ operates, com- 
mercial stations, basic thirteen- 
weeks time suggestions for the 
teachers’ preparation for and follow-up 
the program; word lists; 
mentary reading lists; 
film lists; and, frequently, the times 
and dates supplementary 
presented the staffs local 
Approximately 
thousand such handbooks are 
for distribution the schools 
year. 

that teachers may know 
available them both the sta- 
tion WBEZ and the local 
stations and networks, the 
each week publishes PROGRAM 
BULLETIN. Not only the 
Council’s outstanding programs listed 
this bulletin, but lis- 
tening for out-of-school time use 
also presented. traffic schedule 
prepared each week for distribution 
every staff member, the newspapers 
trade papers, and mailing list some 
250 interested general listeners. This 
traffic schedule the guide for the 
general operations station WBEZ, 
and used the newspapers list- 
ings the radio-time columns. 

Evaluation and utilization the 
Council’s programs are promoted 
group three school visitors, called 
Radio Consultants. These teachers 
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are regular staff members the Coun- 
cil, and each assigned several dis- 
tricts within the city. They are 
available principals and teachers 
for consultation about the use radio 
programs and other problems which 
the use radio may set within the 
school. 

program evaluation pro- 
grams continuing project through- 
out the school year. Each co-operating 
teacher asked listen any five 
the questionnaires supplied the 
Council, and return them the Coun- 
cil office. These teacher evaluations 
are extremely important the planner, 
writer, producer, and talent concerned, 
and the teacher’s report routed 
each Frequently, since teach- 
ers and students are highly critical 
audience, their suggestions for better- 
ing the series can incorporated into 
the later programs. During the first 
semester the school year 1943-44 
the Radio Consultants visited 250 
schools and evaluation reports the 
number 600 were returned from 225 
schools. 

The Radio Council maintains 
complete full-time staff writers, en- 
gineers, studio control operators, an- 
nouncers, stenographers, consultants, 
and producers. For administrative 
purposes the Council broken down 
into departments: Program, which 
includes and Production; En- 
and Evaluation and Utiliza- 
tion. Each department headed 
Chief who reports the Program 
Director, who turn reports theDi- 
rector the Council. The Director 
reports directly the Superintendent 
Schools. 

Each school the city has Radio 
Chairman, appointed the Principal. 
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the duty this teacher keep 
the teachers within her building in- 
formed what available the 
air; route the weekly Program Bul- 
schedule for the use listening 
rooms and radio sets, and general 
act the contact between the teachers 
and the Radio Council. 

Production Radio Council pro- 
grams the responsibility the head 
the Production Division. For the 
most part students from high schools, 
junior colleges, and little theatre 
groups the city are used talent. 
Consequently, large part the Pro- 
ducer’s work the training students 
participate Council broadcasts. 
This training carried through the 
Central Radio Workshop, group 
forty fifty boys and girls who have 
evinced interest radio and who 
have passed rather severe audition. 
Once week, these young people, se- 
lected from every high school the 
city, meet the studios the Council 
for practice and training studio 
techniques. After student has ob- 
tained enough the fundamentals 
make him usable scheduled for 
work broadcasts. Students are ex- 
from the school participate, 
but the Council sincerely tries not 
use any individual more often than 
twice month. 

All productions the Council, those 
released over local commercial stations 
well those released over WBEZ, 
are rehearsed and put the air from 
the Council’s own studios the Ad- 
ministration headquarters. The studios 
are tied local transmitters tele- 
phone lines broadcast quality. 
WBEZ also releases programs from the 
four major networks. 

fulfilling its responsibility the 


means interpeting the school system 
the public, the Radio Council 
done any number programs, most 
which have been released over local 
commercial stations evening hours, 

Such program THE 
QUIRING MOTHER was done for 
number years. this program the 
Inquiring Mother would ask 
questions the heads departments 
and other administrative officers the 
system, concerning their work and 
their departments. Frequently, other 
mothers students were featured 
the program, particularly they hada 
story tell about some development 
they their children had made 
department the system. 

YOU AND YOUR HOBBY was 
also public relations program, 
leased over the Blue network, 
program which “pulled mail” from 
states. THE HIGH-SCHOOL STU- 
DIO PARTY, now its sixth year 
station WMAQ, public relations 
program designed for listening par 
ents that they may know what their 
children are doing, both academically 
and extra-curricularly the high 
schools. During the summer 1944 
the Council and Station WBBM co-op- 
erated the presentation the 
YOUNG PEOPLE’S PLATFORM, 
series thirteen broadcasts which 
the students themselves discussed the 
“juvenile delinquency” problem. 

YOUNG AMERICA ANSWERS, 
quiz program for high school 
dents events, was another 
program this type, released over 
station WBBM and frequently over the 
Columbia Broadcasting System net 
work. 

Bond-buying programs, 
shows, and special addresses the 
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Superintendent Schools, the Presi- 
dent the Board, and other adminis- 
trative officers have frequently been 
presented. 

The Radio Council used, during the 
second semester the school year 
1943-44, 484 hours local station 
time, other than WBEZ. WBEZ, the 
Board owned and operated station, 
was the air 385 hours during the 
same period. This makes total 
1734 quarter-hour periods broad- 
casting done the Radio Council. All 
such activity, available the public, 
public relations character, and one 
the best ways improve public rela- 
tions think every broadcast 
public relations program, even 
though may addressed the kin- 
dergarten grades for in-school use. 

The final responsibility the Radio 
Council-WBEZ stated above 
the public: radio medium 
disseminating general information, 
education, news and entertainment. 

During the school year just closed, 
station WBEZ operated from 9:15 
3:15 m., following the school 
day closely. With the beginning 
fall operation planned lengthen 
the hours operation include three 
hours evening time. There are ap- 
proximately 50,000 sets the 
Chicago area, and the law averages 
will undoubtedly give WBEZ some 
those listeners the law averages, 
coupled with the best kind educa- 
tional-station programming. Such pro- 
gramming will include repeat perform- 
ances such the Council’s in-school 
programs are suitable for general 


listening good music; frequent news 
and great number sus- 
taining programs from the networks 
that are present without outlet 
the Chicago area, because the sold- 
out state the local stations. 

There will come time when station 
WBEZ will truly community sta- 
tion, interpreting Chicago itself; 
bringing Chicago listeners the best 
programs. Through 
transcriptions and script exchange 
with other regional stations, will 
moreover possible interpret other 
regions the United States and our 
world neighbors the local 
Evening hours are ideal time for for- 
eign language programs, for the teach- 
ing technical subjects, for review 
programs high school and even ele- 
mentary subjects, addressed those 
who were not able complete their 
formal schooling. 

Television, facsimile, wired-record- 
ing, the wide general use transcrip- 
tions within the schools are still prob- 
lems met. The wise educator will 
not shrink from facing these mediums 
they present themselves. Neither 
will give those educational me- 
diums which have proved themselves. 
other words, the wise educator will 
use radio, frequency modulation, tele- 
vision, facsimile, all other avail- 
able technological aids, always remem- 
bering that single aid cure-all 
for educational teaching ills, but 
adapted his purposes and used 
wisely one would use strong medi- 
cine. 
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Values Radio Listening 


HARRISON SUMMERS 
Manager, Public Service 
The Blue Network 


EVERAL months ago, the Journal 

one our state teachers’ asso- 

ciations carried article 
young high school teacher which 
his use popular radio 
dramatic program aid teach- 
ing English composition. 
dents listened the broadcasts every 
Monday night part their regu- 
lar assignment; Tuesdays, various 
features the program were analyzed 
and discussed class. use the 
program, the instructor was able 
give vivid application such essen- 
tials good writing the elements 
plot structure, the requirements 
pacing, the methods character por- 
trayal, and the writing good dia- 
logue. 

That young teacher was intelligent. 
had the imagination see that 
use that radio program, could 
give timeliness and interestingness and 
dramatic quality the principles 
good composition. knew that boys 
and girls listen the radio, and had 
the ingenuity find method build- 
ing upon their interest radio pro- 
grams, and use good account 
his teaching. The tool that used 
available every teacher every 
high school elementary school the 
that little used. 

course, know that teachers are 
showing increasing interest the 
possibilities using radio the class- 
room. many excellent 
programs are available, planned di- 
rectly for classroom use and related 
closely possible the school curri- 
culum. hope see tremendous ex- 


pansion in-school use radio 
the years ahead. But think that 
teachers should equally aware the 
educational potentialities radio pro 
grams not planned directly for 
use the classroom those programs 
which students listen during 
when they are not school. 

Boys and girls school age are 
heavy radio listeners. Numerous 
veys have indicated that children listen 
radio programs average three 
and half hours per day. the 
course calendar year, they spend 
more actual hours listening the 
home than they spend the 
room. sure, they are normal 
human beings; they listen the radio 
primarily for entertainment. They 
listen most comedy programs, 
dramatizations, broadcasts popu- 
lar music. But while the purpose 
largely entertainment, many the 
programs they hear are programs that 
have definite educational value 
least “education” used the 
sense giving broader experience, 
adding the stock information, and 
providing sounder basis upon which 
form judgments. 

believe that learned more about 
the history France from reading 
Victor Hugo and Alexandre Dumas 
when was twelve thirteen years 
age, than learned history 
courses college. The thirty odd 
books written George Henty 
supplied much knowledge the 
British Empire. didn’t read those 
books school; read them for pleas 
ure but the pictures they provided 
the ways living men and 
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women other times and other places 
have stayed with me. The boy girl 
who listens radio dramatizations to- 
day adding his stock mental 
pictures the world and its people 
just thirty-five forty years ago, 
was receiving impressions from books. 
can’t imagine any sixth-grade young- 
ster listening TERRY AND THE 
PIRATES, for instance, without 
learning great deal about conditions 
China today, JACK ARM- 
STRONG without developing in- 
terest scientific research. And his 
older brother derives similar educa- 
tional values from the programs 
which listens, whether they THE 
ARMY HOUR REPORT 
THE NATION; whether the LUX 
RADIO THEATER INFORMA- 
TION, PLEASE; whether THE 
MARCH TIME GANGBUS- 
TERS. 

The average boy girl today knows 
far. more about the world and world 
affairs than did his counterpart, gen- 
eration ago. knows far more about 
music serious music and 
the concert level well the popu- 
lar tunes and orchestras the day. 
knows more about events the 
news, more about people and places 
other parts the country, more about 
the problems the war than knew 
about the problems war 1917. 
part, this the result better 
teaching our schools; part, 
the wider circulation newspapers 
and wider readership magazines 
that deal with current affairs; part, 
the three four hours per week 
that the average adolescent spends 
the movies. But his greater knowl- 


edge also result the twenty 
twenty-five hours devotes each week 
listening radio programs. 

teacher may well 
take advantage the average student’s 


interest radio. There are plenty 
programs available which might 
direct aid the teacher music 
history English current affairs 
even science not always programs 
which are labelled “educational,” but 
programs which will aid giving ap- 
plication and dramatic values ideas 
and creating greater interest 
the subjects taught. Perhaps they will 
not broadeast hours which will 
permit them heard the class- 
room; time zones and variations 
class schedules make class room listen- 
ing difficult arrange. But students 
most their radio listening 
night, and listening pro- 
gram might made out-of-school 
assignment, just “outside reading” 
assigned. The opportunity for us- 
ing radio there; the question 
whether the teacher willing take 
advantage the opportunity. 

One other phase the subject 
should least mentioned. 
consider desirable function our 
schools cultivate literary tastes, and 
develop standards which will guide 
the student his selection reading 
materials. Those elementary and high 
school students who spend three four 
hours day listening pro- 
grams are also developing habits and 
tastes habits and tastes radio 
listening and the selection radio 
programs. The standards they de- 
velop during the formative years 
their lives are the standards which will 
govern their selection listening ma- 
terials for thirty forty years after 
they leave the school behind them. 
Might not legitimate function 
our schools aid the development 
discriminating tastes radio lis- 
tening and the erection sound stan- 
dards the selection radio pro- 
grams 
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munication that good evil 
its effect, according the mo- 
tives the people who use it. What 
said over the air may foster inter- 
national understanding; also may 
and sustain international sus- 
picion, hatred, and war. Radio itself 
dead instrument: the people who 
use give life. The fact that 
man London today may hear the 
voice man Berlin obviously 
does not itself mean that interna- 
tional understanding has been achieved 
—quite the contrary. very large 
part radio energy devoted today 
the war words. But this has not 
always been true, nor will continue 
be. must sufficiently con- 
scious the power that radio places 
our hands and sufficiently aware 
how this medium can used, that, 
speakers, artists, technicians, and 
listeners, may use radio not for de- 
struction but for enlightenment, social 
understanding, and freedom. 
The medium radio is, further- 
nore, great immediate importance 
helping Americans understand one 
*Authors’ Note. 


another. Sound, useful, interesting 
community programs, which spread in- 
formation and ideas every commun- 
ity served local stations, are essen- 
tial the true usefulness radio 
For this reason, the following para- 
graphs describe how such programs 
can prepared and produced through 
the collaboration the American 
Junior Red Cross, the faculties high 
schools, and the managers 
ing stations. 


Tue BROADCASTERS 


Interviews with broadcasters 
various stations the North 
Area have indicated their genuine in- 
terest what can accomplished 
through the careful development 
radio programs under the plan out 
lined herein. They have shown 
comprehension the necessity for the 
communication ideas between school 
and community and for stimulating 
the education young people and 
radio. two our communities, 
indeed, the broadcasters themselves 
have initiated educational projects 


The following article contains the substance plan originally sent out 
number chapters the American Red Cross. 


are aware that some chapters have for 


years been using radio educational channel for their junior membership, and that broad- 
casters and schools have also been conscious their responsibility for using radio ele- 
ment educational interest and growth among young people. believe, however, that such 
efforts can better organized and understood, and can given more coherence and continuity 
through the kind preparation and organization described. believe also that the ideal ob- 
jectives the Junior Red Cross and the Red Cross whole supply stable points refer- 
ence conducting and evaluating the radio activities student members. 
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signed for the benefit teachers and 
students. Such suggests 
that full cooperation with the Junior 
Red Cross Radio Committee may 
expected from progressive 

Radio the School. radio 
used toward the best ends, our high 
school students should come increasing- 
tertainment but educational and 
social device. They should learn early 
the values and limitations this de- 
vice and how use for the most de- 
sirable ends. Much has been written 
the subject radio schools, and 
many thriving programs young 
people have been carried on. This 
outline proposes show what addi- 
tional values can brought radio 
activity schools through the co- 
operation Junior Red Cross leaders 
with teachers and 

American Junior Red Cross. The 
American Junior Red Cross the 
school membership the American 
Red Cross. Therefore, national 
organization, and dedicated the 
achievement positive aims educa- 
tion. Its distinctive contribution 
the social education its members 
lies its emphasis definite kinds 
service the local community, 
the nation, and humanity. 

Since the Junior Red Cross na- 
tional and even international scope 
and interest, and since provides 
chain service between school and 
community, the contribution the or- 
ganization radio work schools 
should far reaching. Among these 
contributions are the following: 

The publications the Junior 
Red Cross reach least sixty per cent 
the school population the country 
during the school year, thus providing 
common fund inspiration and 
ideas which may drawn upon 
will. 


The history the Red Cross 
movement and the current services 
the International Red and the 
American Red Cross civilians and 
the armed forces form significant 
chapter social and political history, 
which every young person should 

The service activities the 
Junior Red Cross the same spheres 
merit discussion members and the 
understanding and recognition all 

The organization the Ameri- 
can Red through area offices, 
chapters, and branches forms unique 
channel through which locally effective 
techniques may made available 


throughout the nation. 


single chapter organization 


group chapters geographically 
related, may great assistance, not 
only but schools and 
School systems. This assistance may 
take the form group listening and 
the arrangement study aids. 
may take the form linking together 
schools town with schools other 
towns common productive enter- 
prise. 

The position the American 
Red Cross closely-knit national 
organization volunteers with specific 
duties authorized the Congressional 
Charter and influential member 
the International Red Cross em- 
phasizes the opportunity Red Cross 
members, whether junior senior, 
far-reaching civilian enterprises for 
the common good. 

Organization Junior Red 
Radio Committee Under the Junior 
Red Cross Chairman. This committee 
should small; should consist 
member the chapter Junior Red 
Cross Committee (chairman) and rep- 
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resentatives the chapter Public In- 
formation Committee, the broad- 
casters, and the teachers. Thus, the 
minimum committee would consist 
chairman and three other members. 
The Radio Committee should report 
and responsible the Junior Red 
Cross Committee and chairman. 


Junior Red Cross Chairman: The 
Junior Red Cross chairman has gen- 
eral administrative responsibility for 
radio, well for all other parts 
the Junior Red Cross program. Aside 
from this general duty, the chairman 
should clear all scripts produced un- 
der the auspices the Radio Commit- 
tee see that they agree with general 
Red Cross policy. 

Junior Red Cross Radio Committee 
Chairman: The chief duty this 
chairman coordinate the activi- 
ties and interests educators, broad- 
casters, and the Red Cross service rep- 
resented the Junior Red Cross. 

The Teacher Representative: This 
committee member should present 
the Radio Committee all program 
ideas and other material offered 
students and fellow teachers. 
should also responsible for selecting 
students participate programs, 
with whatever other faculty assistance 
may need. 

The Broadcasters’ 
should responsible staff mem- 
ber broadcasting station, who will 
finally responsible for whatever ma- 
terial broadcast. the director 
Junior Red Cross radio programs. 

Public Information Representative 
While this committee member may also 
member the chapter Public In- 
formation Committee, should kept 
mind that the object these pro- 
grams not “publicity” the word 


commonly understood. The 
this project primarily concerned 
with the achievements young people 
social and formal education. 
should reflect their interest and their 
growth and the kind educational 
purpose behind them. Information 
these programs should feature not the 
quarterback but the team. 


Many faculties may play part 
arranging these programs, such 
science, history, civics, vocational, and 
guidance personnel; but many the 
final steps and much the first 
petus may well come from the 
speech, and dramatics teachers. 

anticipated that through 
unit the teacher may become increas 
ingly aware the education 
radio. this connection, criti- 
evaluation radio listening and 
the literature and production offered 
the most popular network programs 
should also considered part the 
unit. Through this unit, possible 
give the creative teacher oppor 
tunity for script writing. addition 
the activities that have already been 
mentioned, will possible for the 
English and commercial departments, 
the English and industrial arts 
partments, issue radio bulletins 
the schools throughout the chapter, in- 
dicating the schedule the radio 
grams. 


Tue 
Aims the Unit 


give the student experience 
written and oral self-expression. 

acquaint the student with the 
writing and the production techniques 
radio. 

acquaint the student with 
the literature, activities, and philose 
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phy the American Red Cross, his- 
torically and currently. 

offer the student oppor- 
tunity discuss his problems the 
present world and the world to- 
morrow, and indicate the basis 
some solutions. 

bring about exchange 
ideas among students the branches 
and the chapters served the local 
station. 

Activities for Carrying the Unit 
Forward 

Definition and practice 
the techniques radio writing com- 
pared with other types writing. 

Discussion, analysis, and dem- 
onstration, where possible, the use 
sound radio. 

Reading and reporting the 
literature the American Red Cross. 

Interviewing local American 
Red Cross workers and reporting their 
activities. 

Writing spot announcements, 
continuity for music programs, scripts 
(where the students are sufficiently 
mature. 

Discussion the problems 
the high school student today and 
the problems that may face tomor- 
row. 

Discussion various aspects 
post-war planning the solution 
these problems. 

Auditions determine the stu- 
dents participate radio programs 
the air. 

Discussion what radio pro- 
grams best fit the needs the student. 

10. Planning various types 
program discussion, quiz, 
etc.) for radio series. 

11. Discussion programming 
among students representing the chap- 
ter high schools participating the 
series. 


12. Writing and editing the 
radio bulletin distributed among 
the high schools the chapter. 


13. Contacts with studio people with 
messages, materials, for broadcasts, 

14. “live” radio series. 

Types Program: Related Activi- 
using American Red Cross history and 
current activity, various other types 
programs present themselves possi- 
bilities. One these the discussion 
program, whereby young will 
given opportunity express 
their attitudes toward the world 
which they live and the world which 
they expect live tomorrow. One 
the possible phases discussion the 
problem careers for tomorrow. 
this connection has been suggested 
that the chapter secure outstanding 
and interesting persons participate 
discussion with young people 
lawyer, doctor industrialist, 
military man. Other programs may 
built around the local service the 
Junior Red Cross. 

One the outgrowths this unit, 
whereby the best scripts created may 
made available for national ex- 
change, after they have been approved 
the national staff. The most 
vious source this material will 
the teacher who finds interest and 
satisfaction writing. 

additional project for Eng- 
lish classes, radio bulletin may 
devised. This would out the en- 
rolled schools the chapter, announ- 
cing the radio programs pre- 
sented and adding any further material 
which might stimulate interest. Here, 
too, might published student reac- 
tion the programs presented. 
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They Burned 


STEPHEN VINCENT BENET 


[One the most famous programs ever given over the air this magnifi- 
cent piece the late and much lamented Stephen Vincent Benet, poet, story- 


teller, and above all American. 


poured forth his hatred ty- 


ranny, his love the eternal verities that make America great. The 
program has been many times repeated the air and assembly programs; 


classic radio and literature. 
eral use the Writers’ War Board. 


Sound: (Program opens with 
rush fire-music, swelling and then 
subsiding 

Sound: (As music subsides, 
heavy, ominous bell tolls ONE) 

Voices: (Tense and whispering) 
One! 

Sound: (Bell tolls) 

Voices: Two! 

Sound: tolls) 

Voices: Three! 

Sound: and down) 

Sound: (Bell, louder and quicker) 

Voices: (Quicker) Seven! 

Sound: (Bell tolls) 

Sound: (Bell tolls) 

Voices: Nine! 

Narrator: Nine! iron years 
terror and evil! 

Nine years since fire was lighted 
public square Berlin. 

Nine years since the burning the 
books! you remember 
Write down your calendars, May 

10th, 1933 
And write down red the light 
fire. 

Sound: (Crackle flames, not too 
big) 


*Copyright 1942 Stephen Vincent Benet. 


program recommended for gen- 


Narrator: These are people who 
work fire. 
The Reichstag went flames that 
February 
And March they got their majority 
and moved in, 
The storm-troopers, the heroes the 
Putsch, 
The boys with taste for beatings and 
executions, 
The limping doctor, the swollen ex- 
Army pilot, 
Gangster and brave, hoodlum and trig- 
ger-man, 
Led the screaming voice that war 
and hate, 
Moved Germany like cloud 
locusts, 
Having planned and plotted for long. 
They strangled the German 
and moved in. 
Sound: (Crackle flames) 
“Well that’s interesting, isn’t 
n’est-ce pas 
“My dear fellow, this fellow Hitler, 
quite extraord’nary. 
Wonder what the beggar’s to?” 
people said, 
see the papers they had elec- 
tion Germany. 
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Seem have lots elections over 
there. 

Say, what you know about this 
bank-holiday, Joe? 

you need some cash, I’ve got 
couple bucks, 

But the banks are bound reopen.” 

That was March fifth, 1933. They 
burned the books May tenth. 

Why bother about the books 

Why bother back that fateful 
year, 

Year that prepared the blood-purge 
and the wars, 

The death Austria, the trick 
Munich, 

The bombers over the defenseless towns 

And all know and all that must 


fought 

Here, now and always till the score 
paid 

And from its grim recital pick one in- 
stance 

calculated wrong 

book’s book. It’s paper, ink and 
print. 


you stab it, won’t bleed. 

you beat it, won’t bruise. 

you burn it, won’t scream. 
Sound: (Crackle flames) 
Narrator: Burn few books— 

What difference does that make 
Schiller: (Firm, masculine and 

thoughtful) does me. 

Excuse me, sir—my name Friedrich 

Schiller, 

name once not unknown Ger- 

many, 

One the glories, they said, 

Germany, 

Germany these robbers never knew. 

Over century and half ago 

spoke and wrote freedom. 

spoke against oppressors and dicta- 

tors 
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spoke for every man who lifts his 
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head 
And will not bow tyrants. 
And, though died, poems and 
plays spoke 
every tongue, every land for free- 
dom. 
For that’s what books can do. 
And now, today, the land where 
was born— 
Harsh Nazi Voice: The play, Wil- 
liam Tell, shall longer performed 
the stage. glorifies dangerous 
and unseemly spirit revolt against 
conquerors. shall longer per- 
formed the German stage. This 
order! 
Narrator: That’s what they do. 
That’s what they the mind, 
That’s what they the books 
their own great dead. 

That’s how they foul the present and 
the past, 

Shut the dead mouth that cannot 
speak 

Because spoke for freedom. 

Now, here’s another ghost. 

Pale, frail, satirical, mocking spirit, 

But with the light freedom his 


eyes. 
Your name, brave ghost 
Heine: (Sharp 


name? It’s Heinrich Heine, 
Born much sorrow, born 


man. 

Out laughter and heart’s de- 
spair, 

made little songs—such simple 
songs 

child could understand them—and 
grown men 


Remember them and love them all 
their lives. 
Some were 


ful. 


Some were piti- 
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And some were trumpet-calls for 
liberty, 

For, though couldn’t fight, was 
fighter, 

And when time had come die, 
said 

After long torment mattress- 
grave, 

“Bury with sword upon coffin 

humanity 

Narrator: soldier humanity 
And you deserved that name, 

But now—today—what happens 
your songs 

Heine: Well—there was one about 
Lorelei, 

Just small song. 
—like this— 
(He hums the first bass the 
“Lorelet” faint background music) 
You’ve heard it, maybe? Many peo 
ple sing it. 
They sang many years along the 
Rhine. 
They sing still. 
Narrator: Still? 
Heine: That one mine 
they—haven’t burned. 
That would just little difficult. 
Too many Germans know the words 
heart. 
So, with totalitarian courtesy. 
They’ve kept the song—and blotted out 
name. 
You see— was Jew. 

Harsh Voice: New editions 
the works the Jew, Heinrich 
Heine, are not desirable. all text- 
books and anthologies where the words 
the song The Lorelei appear, the 
name the Jew Heine shall omit- 
ted and the author given “Author 
Unknown.” 

Heine: (Mocking) 
1842,, 


went—let’s see 


Author well 
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Author 1933. 
Narrator: That’s what they 
soldiers humanity! 

That’s how they rob the soldier 

sword, 

The dead man the one thing may 

keep, 

His name—his very name! 

Don’t think that’s all. 

Don’t think it’s just the singers and 

the poets! 

Light the flames—light the flames— 

and hear them roar! 

See what the flames consume! 

Sound: (Fire-music in. 
feet. Crackle flames) 

They’re coming now—the men with 

the tramping feet, 

The hardfaced boys with the 

cheons—the new 

The flames they’ve lighted howl and 

leap the square. 

You can’t set fire Reichstag every 

day. 

But the that they light today shall 

fling its shadows 
flame and shadow over all the world, 
Hear them tramp! They’re coming! 
They bring the books the fire! 
Nazi Voice: The books the Jew, 
Albert Einstein—to the flames! 
Other Voices: (1)* 

single voice, (1) which will 
clearly, roar crowd (3) which can 
taken from radio recording any 
pre-war mass meeting. 

Sound: (Noise flames) 


Narrator: the scientist, 
Who thought universes. 
Einstein, the man honor our 


land. 
Nazi Voice: the flames with 
him—to the flames! 
Sieg heil! (2) 


Tramp 
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Nazi Voice: The books Sig- 
mund Freud—to the flames! 

Sound: (Noise flames) 

Narrator: Freud, prober the 
riddles man’s mind, 
World-known, world famous. 


Sound: (Noise flames) 
Nazi Voice: the flames—the 
flames 


Burn them—we don’t want thought— 
don’t want mind. 
want one will, one leader and one 
folk! 
Heine: (Cutting in) One vast, 
inexorable stupidity 
Nazi Voice: Whosaid that? Gag 
him—burn him—to the flames! 
the flames with Heinrich Mann 
and Thomas Mann, 
Gorki the Russian, Schnitzler the Aus- 
trian, 
Hemingway, Dreiser, the Americans; 
And now, the flames with 


(3) 

Sound: (Noise flames) 

Narrator: That the Bible. 
Would you burn God’s word 

Nazi Voices need Bible but 


the words the Leader. 
have god except the German 
gods. 
have the tanks, the guns, the 
bombs, the planes— 
And that shall enough! 
Voices: Sieg heil! Sieg heil! 
Heine’s Voice: And yet there shall 
weeping for this burning, 
Weeping throughout your land, 
The weeping poor women and old 
men 
Who loved and trusted the word 
God, 
And now are worse than homeless 
your world. 
For you have taken their last failing 
hope, 


The promise their Father and their 
Lord. 

Nazi Voices How dare you speak 

Exile and Jew, how dare you speak 


speak for all humanity 
chains, 
Exile, Jew, Christian—for the prison- 
camps, 


And those who dwell them and bide 
their time— 
For the dishonored, for the dis- 
possessed, 
For those you have ground like wheat. 
speak for every honest man God, 
Driven from his own pulpit, your 
might, 
And for those who saw that happen— 
and remember it. 
speak for the dark earth and the 
mute voices, 
And yet speak humanity unbound. 
Nazi Voice: You are just 
singer. 
worthless singer! 
Heine: True. 
And that why speak, because 
know, 


Being singer, what every 
heart. 

speak with little barbs and little 
songs 


simple any child can understand 

Just what they say—and yet mem- 
orable 

Once you have heard them you will 
not forget them 


But they will stay within your 
memory, 

Sweet first love, salt the tears 
man, 


Free the winds heaven the sky. 
And you well try shut 
mouth 
For, while one little song mine re- 
mains, 
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All that you hate and would destroy 


remains, 

Humor and grace and human tender- 
ness, 

Laughter and mockery and the bare 
sword, 

The sword wanted lonely 

The sword liberty. 

mouth 


We'll find you the graveyard where 
you lie, 
Dig your rotten bones and scatter 
them 
Till there nobody all the world 
Who’s heard Heinrich Heine! 
Heine: (Mocking) Dig deep! 
Dig well! 
Scatter dust, break burial 
stone, 
Erase name with all your thorough- 
ness, 
Your lumbering, fat-headed, thorough- 
ness, 
Smell beer and bombs! 
And yet, while there’s book, there 
will Heine! 
There will Heine, laughing you still, 
Laughing with all the free—with all 
the free! 
Sound: (Music) 
Narrator: Yes. 
There will Heine. 
all those 
Whose words lift man’s heart. 
But only choose. 
This battle not just battle lands, 
war conquest, balance-of-power 
war. 
battle for the mind man 
Not only for his body. will decide 
What you and you and you can think 
and say, 
Plan, dream, and hope for your 
inmost minds 


There will 


For the next thousand years. 

whether man goes forward to- 
ward the light, 

Stumbling and striving, clumsy—but 
man— 

back the dark ages, the dark gods, 

The old barbaric forest that fear. 

Books are not men, and yet they are 


alive 

They are man’s memory and his 
piration, 

The link between his present and his 
past, 


The tools builds with, all the 
hoarded thoughts, 
Winnowed and sifted from million 


minds, 
Living and dead guide him his 
way. 


Suppose happened here. 
Suppose the books were burned here. 


This school, somewhere 
America. 

This the kind school we’ve always 
had, 

Argued about, paid taxes for, kept 
with, 


Because want our kids know 
some things. 
Suppose happened here. 

Sound: (Typical school bell 
buzzing. Shume feet, buzz voices) 
stops) 

Miss Winslow: The class will come 
order. 

Sound: 
down) 

Miss Winslow: This morning 
are going discuss some the 
American ideas which our nation 
was founded—freedom, tolerance, 
erty under law. start the 


(Noise class settling 


sion, going ask Joe Barnes 
recite the Gettysburg Address us. 
you think you can that without 
looking your book too much, Joe? 
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Joe Barnes voice): 
guess so, Miss Winslow. Studied 
last night. 

Miss Winslow: 
You may begin. 

Joe Barnes: The Gettysburg Ad- 
dress. Abraham “Four- 
score and seven years ago our fathers 
brought forth this continent new 
nation, conceived libery and dedi- 
the proposition that all men 
are created equal.” 

Nazi Voice: Stop! 

Joe Barnes: (Continuing 
tainly) Now are engaged—we 
are engaged— 

Nazi Voice: Stop! The words 
the Gettysburg Address can longer 
studied any school our glorious 
new order! 

Sound: (Rustle 
murmur from class 
Miss 

words Lincoln! 

Joe Barnes: But Miss Winslow 
told me— 

Nazi Voice: 
longer your teacher. 
er. Attention! 

Sound: (Rustle class) 

Nazi Voice: When give com- 
mand, you will rise and bring your 
textbooks desk. this non- 
sense freedom and tolerance—that 
finished. this nonsense men 
being equal—that finished. 

shall give you new textbooks. 
The old ones will burned the 
school-yard. Are there any questions 

Nazi Voice: Good. The new or- 
der does not like questions. 

Miss Winslow: protest! This 
infamous! You can’t know what 
doing! have taught here for 
twenty years! 


Very well, Joe. 


But those are the 


Miss Winslow 
your teach- 


That long time, Miss Winslow— 
too long. You deserve long rest. 
see you get it. No, you needn’t 
bother say goodbye your students, 
Guards! Take the woman away! 

Sound: (Music and down) 

Narrator: Impossible? 
tic? Sounds that way. Ask the 
teachers and books France, 
France, that loved letters—France, 
once the light Europe— 

Read the list books the French— 
can’t read any more. 

Well, there are all kinds, course, 
from detective stories 

the life great French queen. 
But here, for instance, 


Nazi Voice: Suppressed. 
Narrator: Why? Well, accord- 
ing the New Order, Poland has 
history. 
And here, 
“French history for Secondary 


Schools” 
France and Europe,” 
“Contemporary “Legends 
and Fables 
France For Children—” 
Nazi Suppressed. With- 
drawn. the blacklist. 
Narrator: But these are not guns 
daggers 


Stored against revolt. They’re the 
commonplace 
Textbooks, thumbed thousand 


schoolboy fingers, 
Inkspotted, dogeared, drowsed above 
classrooms, 
Familiar and dull and mild. 
They must harmless enough. 
Nazi They are not harm- 
less. know what are doing. 
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Narrator: Yes. They know what 

they are doing. 

They know, you take the children 
country, 

And teach them nothing but lies about 
the world, 

Give them chance for argument 
questions, 

Give them books that show another 
side, 

word all the words that speak 
for freedom, 

The man who grows from the child 
will believe the lies, 

And never hear the truth. 

It’s simple plan, 

simple and efficient arsenic. 

Just rewrite all the books suit 
yourself 

And the rest will follow time—the 
beatings and burnings, 

The massed, mechanical might and 
the metal men. 

Would you like sample American 
history 

Nazi style? Can youstand it? 
better know 

What would like for your chil- 
dren and their children. 

You heard Joe Barnes give the Gettys- 
burg Address. 

This what he’d like he’d never 
heard 

anything like it, ever—if all his 
books 

Were the textbooks the New Order 

our schoolbooks wore swastikas. 

Come Joe, will you 

Looks different his brown shirt, 
doesn’t 

Can you tell about American his- 
tory, Joe? 

Some—names—and dates—and 
ple— 

Joe Barnes mechanical, sul- 
len voice): American history dates 


from the foundation the New 
der. 

Narrator: Nothing before that? 

Joe Barnes: Nothing 

Narrator: Well, come Joe, there 
must have been one two things 
fore that. 

Narrator: After all, for 
the discovery America. That was 
fairly important. you know any- 
thing about 

Joe Barnes: Yes. That 
book. Ameri- 
was discoverd 1492 Christo- 
pher Columbus, honorary Aryan. 

Narrator: honorary Aryan? 
always thought was 

Joe Barnes: That was before the 
New Order. now honorary 
Aryan the second class—like 
lini and Hirohito. 

Narrator: wonder how likes 
that. However—after Columbus— 

Joe Barnes: Therecame the New 
Order. 

Narrator: But weren’t there 
few things between? Wasn’t there 
something called the Declaration 
Independence 

Joe Oh— 
that! Yes, there was that. But 
was all wrong. said everyone was 
entitled life, liberty, and the pur 
suit happiness. That was all wrong. 

Narrator: Who wrote 

Joe Barnes: unimportant 
who wrote it. not book. 

you ever hear 
man named Thomas Jefferson 

Joe Barnes: Thomas Jefferson? 
No. There such man 
book. 

Narrator: George Washington? 

Joe Barnes: Yes, was 
eral. But not very good one. 
was defeated German might the 
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battle Trenton. Afterwards 
foolishly became President the 
United States instead ruling his 
country with strong, mailed fist. 

Narrator: But maybe didn’t 
believe ruling people with strong, 
mailed fist. 

Joe Barnes (Impatiently): 
may have had some such old-fashioned, 
sentimental ideas. That why 
unimportant, historically. 

Narrator: And honorary 
Aryan, too? 

Joe Barnes: The state has not yet 
decided. But the man study his 
period Benedict Arnold—a man 
much ahead his time. 

Narrator: thought Bene- 
dict Arnold was traitor his coun- 
try. 

Joe Barnes: Traitor? What non- 
sense! sensibly tried collab- 
orate with stronger power order 
save his countrymen from the hor- 
rors democracy and revolution. 
very honorary Aryan the first 
with star. have many hon- 
orary Aryans just like Benedict Ar- 
nold. 

Narrator: wouldn’t bit sur- 
prised. And—just one last question, 
Joe. 

please. must attend Strength 
Through Joy meeting—and 
essary for clean pistol, first. 

Narrator: Did you ever hear 
man who said “Government the peo- 
ple, the people, for the people 

Joe Barnes (Violently and fear- 
fully): Certainly not! course 
not! lie! 

You’ve been spying me! 
father did have the book but never 
saw it! It’s long while ago and the 


teacher has been sent away! know 
nothing about Abraham Line— 


Sound: (Music and down) 
Narrator: it. That’s how 
they work. 


That’s what they kids. 

That’s the way like work 
here. 

Voice: That’s it, friend. 

You see, can destroy 

Houses with bombs and people with 
starvation, 

Outflank defensive lines and tramp 
ahead. 

can destroy the spirit nation 

With poisoned doubts and fear. 

Erase its history, blot out its past, 

Sully its famous names and substitute 

Our words for all the words liberty. 

But, while there single man alive, 

Hidden starving, who somehow re- 
members 

The vows freedom, the undying 
words 

That spoke for man’s free mind. 

Though they were said thousand 
years ago, 

Our conquest not perfect. 

They are terrible, 

These immaterial and airy words, 


Sharp edged swords, infectious 


the plague. 

They travel silently from mind 
mind, 

Leaving trace. They live quiet 
books 

You hardly would suspect unless our 
leader 


Had wisely warned them. They 
hide and creep 
jokes and catchwords under our 
own noses, 
dots and dashes, bar music. 
Sound: Motif music from 
BEETHOVEN) 
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Nazi Voice: And, worse than all, 
Within the silent eyes hungry men, 
Waiting their time, waiting their hun- 
gry time. 

That’s why they must killed. 

That’s why burn the books. That’s 
why burn 

All knowledge, all the recollected 
thought 

Gathered patience through three 
thousand years 

Civilization. 

And till taken electric wire 

And burned the brain-cells from his 
very brain 

will dumb and gaping slave, 

cannot win. And still mean 
win! 

Get the fire ready! the books 
the fire! 

Sound: (Fire-music, fading into 
the tolling great bell.) 

Narrator: Nine years ago. 

Sound: (Bell tolls) 

Narrator: Nine years ago 
lin. 

Sound: tolls) 

Narrator: Nine years ago 
square Berlin. 


Sound: tolls) 
Narrator: They burned the books 
and that was the beginning. 
didn’t know then. know 
now. 
Hear the books burn. 
Sound: flames) 
Voices: the fire! 
Keller—to the 
Old Testament and New—to the fire 
—to the fire! 
Sound: Flames. 
Bell) 
Narrator: This memory. 
This remembrance. 


This for all the lies that have been 
told. 

The innocent blood, the blood that 
from the ground, 

Rise and speak, you voices! 

Voices dead and living, past and 
present, 

Voices gagged men, whispering 
through sore lips, 

Voices children, robbed their 
small songs, 

Strong voices, chanting the 
man, 

Rebel and fighter, men the free 
heart, 

We, too, shall build fire, though not 
fear, 

Revenge barren hate, but such 
great 

And cleansing fire shall leap 
through the world 

Like leaping flame! 

Freedom speak and pray, 

Freedom from want, and fear, free 
dom for all. 

Freedom thought, freedom man’s 
bold mind! 

Who marches with 


And march with you the 


man. 
Heine: the soldier human- 
ity, 
The mocking smile upon the face 
Time 
That man called Heine. march 
with you. 


English Voice: old and 
blind. 
knew oppression and defeat and scorn 
And the high justice eternal God, 
Paradise paradise regained, 
And march with you. 

Irish Voice: Though bitter 
dignation 
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never had patient mind for tyrants, 
And march with you. 
American Voice: hailed 
sunburnt children their youth, 
Pioneer, 
they should free. sang 
democracy, 
The new word, the new meaning, the 
new day, 
And march with you 
French The miserable shall 
lifted 
The all cast down! 
Second Voice: The Par- 
liament Man, the Federation the 
world. 
Second American Voice: Well, 
maybe take while grow 
But Wilson says 
education.” 

And might start in. 

About business, now. 

may made living, cracking 

But one tijing did hate was cruelty. 

One did dislike was pompous 

decent people. Count 

Narrator: Milton and Whitman, 
and Swift, 

Mark Twain and Hugo—every one 
wrote 

With free pen words living fire, 

From dreaming his bright 

exile walking our streets, 

Exiled for truth and faith. 

And all ours, all our own today, 

All thore who speak for freedom. 


These are our voices. These shall light 
our fire. 
Light the bright candle that shall not 
quenched, 
That never has been quenched all 
man’s years, 
Although all darkness and all tyranny 
Have tried quench 
Call the roll those 
Who tried quench it! 
Cold Echoing Voice: Darius, 
the Persian. Darius, the Great King. 
Narrator: Where Darius? 
Cold Voice: Dead. Forgotten and 
dead. 
Attilla the Hun. devourer 
Narrator: Where Attilla? 
Cold Bones. Forgotten 
bones. 
Alaric the Goth. Alaric, destroyer 
Rome. 
Narrator: Where 
Cold Voice: Fortgotten dust. 
Narrator: Adolf Hitler, 
April 20th, 1889. 
Whispering Voices: Adolf Hitler. 
Narrator: Adolf Hitler, burner 
books. 
Whispering Voices: Adolf Hitler. 
Narrator: Adolf Hitler, destroyer 
thonght. 
Whispering Voices: Adolf Hitler. 
Sound: (Bell tolls) 
Voices: Adolf Hitler, born 1889. 
Died. Died. Died. 
Narrator: are waiting, Adolf 
Hitler. 
The books are waiting, Adolf Hitler. 
The fire waiting, Adolf Hitler. 
The Lord God Hosts waiting, 


Adolf Hitler. 
Sound: (Music way and out) 


(Curtain) 
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The American Story: 
Episode Number Ten’ 


ARCHIBALD MacLEISH 


[This script forms part lengthy and impressive series composed 


the famous poet and Librarian Congress. 


The episodes are now being given 


over stations the National Broadcasting Company. here reproduced 
kind permission Mr. MacLeish. this series called “The American 
Story” Mr. MacLeish aims tell memorable happenings the history 
our hemisphere, especially those that relate the winning and maintenance 


our liberties. 


the present episode shows how Latin American lands 


men suffered and died for such liberties even the Anglo-Saxon lands further 


north. 


Announcer: The National Broad- 
Company presents The 
can Story Archibald MacLeish 
series broadcasts devoted the 
first-hand accounts, the original nar- 
ratives, the American experience. 
The subject this evening’s broad- 
cast the common American experi- 
ence freedom the beginnings 
freedom this continent. 

(Sounds cheering, stamping, 
holiday crowd. Behind the sound 
the crowd and the noise the cheer- 
ing, brass band breaks into medley 
Republican songs the 
laise, Yankee Doodle, the tunes the 
other American Republics the 
phrases half recognized but lost 
jangle brass and breath. The music 
breaks off suddenly. voice booms 
out over the movement and murmur 
the people.) 

The Orator: And what was the 
passion that inspired them, fellow 
What was but the proud 
determination free, the proud 
purpose independence 


(Sounds the cheering the 
crowd: burst music.) 

The Orator: three hundred 
years, fellow citizens, the American 
colonies, the colonies not only the 
English crown but the Spanish 
crown, the Portuguese crown, the 
French for three hundred years the 
American colonies accepted supine 
docility the rule European kings. 

For three hundred years men 
America, men all the tongues and 
races America, meek their obedi- 
ence their European masters, lived 
not men but subjects those 
monarchs. 

For three hundred years the new 
world the American continent was 
world new only the maps and 
the voyagers but other things, 
men and the government men, 
not new. 

For three hundred years the shadow 
the old world and the past lay dark 
across the new world and the future. 
The new world those centuries was 
the darkened shadow the old. 


*This script may not used without permission the National Broadcasting Company. 
will appear part volume called The American Story, published Duell, Sloan 
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And then, without premonitory 
warning without signal that the 
eye could see the light blazed 
along the western rim heaven. 
one man’s lifetime, single genera- 
tion, colonies far apart Massa- 
chusetts Bay and Santiago, coasts 
distant from each other 
cut and Brazil, the will independ- 
ence blossomed into flame, the pride 
independence set the fire. 
The meek obedient colonies deter- 

(Sound the crowd cheering.) 

The Orator: determined 

(Sound the band-music over the 
cheering the crowd. The sound 
fades out.) 

(Silence 

Old Man’s Voice: (Grave and 
with authority) You wish say 
whether believe that the beginning 
the revolution, the assembly 
the first Congress, the leaders that 
day were resolved independence. 
readily express entire 
(Pause) that they were 

(Sound the band-music faint and 
distance and dying out though 
some eddy time had caught and 
lifted and let fall.) 

The Narrator: (Softly) The ora- 
tors the anniversaries indepen- 
dence would question your recollection, 
Sir. They would inquire respectfully 
who you were. 

The Old Man’s Voice: must ad- 
mit that means information were 
more limited than may have been the 
ease with others still living answer 
the inquiry. first entrance 


public life was May 1776, when 
became member the Convention 
Virginia which instructed her dele- 
gates Congress propose the 
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only say, therefore, that far ever 
came knowledge, not one the 
leaders that day ever avowed, 
was understood entertain pursuit 
independence the assembly 
the first Congress for considerable 
period thereafter. 

The Narrator: This was the recol- 
lection Mr. James Madison written 
the learned Jared Sparks 1828 
when Mr. Madison was old man. 
However, Mr. Madison, himself 
says, came late into the golden genera- 
tion. There were two who could speak 
from larger experience than Mr. 
Madison’s, and third whose knowl- 
edge independence America has 
never been challenged. There were 
General Washington and Dr. Frank- 
lin and there was Mr. Jefferson. 

The Voice The General: (Firm, 
cold, indignant) You are led 
lieve that the people Massa- 
chusetts are rebellious, setting for 
independency and what not. Give 
leave, good friend, tell you that 
you are abused, grossly abused. Give 
leave add, and think an- 
nounce fact, that not the 
wish interest that government, 
any other upon this continent, sep- 
arately collectively, set for 
independence; but this you may 
the same time rely on, that none 
them will ever submit the loss 
those valuable rights privileges, 
which are essential the happiness 
every free state, and without which, 
life, liberty, and property are ren- 
dered totally insecure. 

The Voice Dr. Franklin: (Ur- 
bane, pleasant, humorous) assured 
Lord Chatham, that having more 
than once travelled almost from one 
end the continent the other, and 
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kept great variety company, eat- 
ing, drinking, and conversing with 
them freely, never had heard any 
conversation from any person, drunk 
sober, the least expression wish 
for separation, hint that such 
thing would advantageous Amer- 
ica. 
The Voice Mr. Jefferson: (Judi- 
cious, careful, considering what 
says) What, eastward New York 
might have been the dispositions to- 
wards England before the commence- 
ment hostilities, know not; before 
that never heard whisper dis- 
position separate from Great Brit- 
ain; and after that, its possibility was 
contemplated with affliction all. 

The Narrator: These were the 
views General Washington and Dr. 
Franklin and Mr. Jefferson expressed 
letters written 1774 and 1775 
and 1821. 

The Narrator: General Washing- 
ton and Dr. Franklin and Mr. Jeffer- 
son may, course, have been mistak- 
en, Governor Richard Penn Penn- 
sylvania was questioned the outbreak 
the revolution November 1775 
His testimony recorded follows: 

(Strokes Gavel) 

Noble Lord: Are you personally 
acquainted with many the Members 
Congress 

Governor Penn: acquainted 
with almost all the members the 
Congress. 

Noble Lord: you think they 
levy and carry this war for the 
purpose establishing independent 
empire 

Governor Penn: think they 
not carry the war for independency. 
never heard them breathe sentiments 
that nature. 


Noble Lord: For what purpose 
you believe they have taken 
arms 

Governor Penn: 
their liberties. 

The Narrator: defense their 
.Or for the fierce 
solve independence which the 
orators have spoken many anni- 
versaries independence many 
republics this continent? 
the liberties the people against 
the oppressors the people, whoever 
they are, whatever kind, however 
they call themselves, wherever they are 
found 

(Sound guitar playing ballad 
tune, phrase simple with the 
plainness, the rightness, the lack 
self-consciousness the 
music the people all 
The music gentle, tentatwe. 
fades. 

The Narrator: for the inde 
pendence governments and the 
tablishment nations 

(Sound the band-music, distant 
but strong, pompous, assertive and 
fading out.) 

The Narrator: What was that 
set the American continent fire 
from the northern the southern edge 
the independence the liberties 

(Pause 

There one witness who, had 
his breath again, could speak that 
question one among many. 

Voice: (Pompous, official, 
cophantic) Senor Dr. Don Pedro 
Romero 

Senor: 

the same day about half past five 
the afternoon received box 
brought two persons, and the 
head Joseph Antonio Galan which, 


defense 


viewed all the assembly (since 
was late) was sent the jail 
under the necessary guard and today, 
the fourth day February the 
year our Lord, 1782, about nine 
the morning was affixed 
wooden cage, the entrance 
this town, pole considerable 
height, and the most place, 
looking toward the town Charala, 
which was native. God our 
Lord preserve you for many years. 

(Sound the guitar playing the 
ballad tune but stronger, more nervous, 
more insistent. 

The Narrator: Jose Antonio Gal- 
for the Mayor the town 
Guaduas was wrong writing Joseph 
this receipt the Royal Audiencia 
for that head Jose Antonio Galan 
his pole considerable height 
the most public place Guaduas look- 
ing toward the town Charala 
which was native— Jose An- 
tonio Galan knew something the 
wars freedom his own country 
Nueva Granada, which now called 
Colombia, and had earned the right 
speak them. had come pain- 
ful ways that public place and that 
high pole. 

(Sound roll ceremonial 
drums. 

Voice the Judge: sentence 
Jose Antonio Galan taken from 
the jail, dragged the place pun- 
ishment where shall placed 
the gallows until dead. His 
ants shall declared infamous, his 
property seized and applied the 
Royal Exchequer; his house levelled 
the ground and the site sown with 
salt; that this wise his infamous 
name shall forgotten and vile 
person, detestable memory, shall 
perish without other recollection than 
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that the hatred and fear inspired 
the hideousness his crime. 

(Sound the ballad tune, loud 
sharp passionate. continues 
the 

Voice (Not young but 
not old—a strong harsh bitter voice): 
And what was the hideousness the 
crime for which Jose Antonio Galan 
was thus hung and dismembered, his 
limbs exposed dogs and birds, his 
name proscribed, his descendants de- 
clared infamous, his house levelled, 
the site his dwelling sown with 

(Sound the ballad tune rising) 

The Woman’s Voice (The 
nervously under): What was the hide- 
ousness and unspeakable evil the 
crime Jose Antonio Galan? Had 
murdered innumerable men 
women 

The Man with the Guitar (sullenly, 
the sharp notes the guitar under): 
had killed one. 

The Woman’s Voice (the guitar un- 
der): Had robbed the poor and 
desecrated the churches 

The Man With the Guitar: 
had taken nothing from the poor. 
had conducted himself with decency 
and veneration before God. 

The Woman’s Voice (the un- 
der): had done Jose 
Antonio Galan? What had done 

The Man With the Guitar (singing 
the tune has been playing): 

They killed him the gallows tree, 
They tore his body part from part, 
His head they took from his neck bone, 
They burned before his face his heart. 
They left him neither mound nor 

grave, 

They left tongues speak him well, 
They left stones mark his house, 
stone mark: tongue tell. 
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Guaduas pole they put his head, 
Socorro lifted his right hand, 
San Gil his left hand lifted up, 
Granada was his grave that land. 
His face was turned Charala, 
Charala his right foot came, 
His left foot did Mogotes take, 
Granada took his name his name. 
Socorro when your sons forget, 
San Gil when you forget this man, 
When you forget him, Charala, 
The stones the stones will cry 
Galan. 

(Silence—the Guitar Strumming On) 

The Man With the Guitar: Ask 
the judges for the reasons. They can 
tell you reasons. 
(Sound the Roll Ceremonial 

Drums) 

the Judge: .leading 
and captaining corps men 
incited that town (of Facatativa) 
rebellion rifled the administrative 
offices (the state monopoly of) rum, 
and playing appointed 
captains from among the seditious and 
the rebels; showed force formally 
resisting two parties honored citi- 
zens who set out from this city check 
his hostilities and went the 
extreme disarming them and mak- 
ing them prisoners; continued 
Mariquita where insulted the Gov- 
thence the hacienda called Mal-paso, 
belonging Don Vicente Drago, in- 
citing the slaves, promising and grant- 
ing them freedom were their 
legal owner; went down Am- 
balema, where sacked, destroyed and 
sold considerable quantity tobacco 
belonging his Majesty, distributing 
great part the proceeds his 
infamous 

The Woman’s Voice: the 
Governor the Province, freed slaves, 


resisted the respectable citizens sent 

arrest him, broke into the offices the 

state monopolies rum, and 

playing distributing the 

ceeds among the people. And for this 

was hanged drawn, quartered 
(Sound: Stlence) 

The Man With the (over the 
strumming the guitar): Ask the 
(singing, himself) Socorro 
when your sons forget San Gil when 
you forget man Ask the 
formers. The informers never for 
get. They remember everything. 

Voice the Informer (glib, busy, 
this sedition the usual manner. 
was not orderly sedition. the 
beginning the sedition there were 
leaders such are commonly discovered. 
There was first the sedition and after 
that there were the leaders conspira- 
tors the sedition. though the 
sedition had begotten the conspirators. 
Which exceptional. were not 
altogether illogical one would say that 
the people made the sedition them- 
selves and without leaders the dust 
rises the wind. fact never- 
the-less that the beginning far 
reported known was only woman, 
certain Manuela Beltran. 

was Manuela Beltran who tore 
down the edict from the door the 
town council, the Cabildo. But this 
Manuela Beltran was more than 
woman the people. may 
that the beginning was the 

(Sound: hurried drum dis- 
tance. Footsteps running. The sound 
continues 

The Informer: reported that 
somebody beat the drum and they came 
running and shouting the door 
the Cabildo and there were rockets 


| 


fired off and they ran into the streets 
shouting live the King and 
death bad government,” and this 
Manuela Beltran tore down the edict. 
impossible attribute responsi- 
bility for this action the customary 
manner with the usual identifications 
and dossiers. Even the resident and 
mayor the town Socorro for 
was Socorro this sedition took 
place even the resident and mayor, 
Senor Doctor Don Jose Ignacio 
Angulo Clarte, when was ques- 
tioned afterwards and swore God 
our Lord and made the sign the 
Cross, conformity with law, offering 
tell the truth knew even 
was unable speak with precision 
this occurance. 

The Mayor and effemi- 
nate voice but sense ridiculous 
that the same day the sedition 
not distinguish one person from 
another because all who appeared con- 
cealed their faces turning down the 
brims their hats; but after some 
days learned that Jose Delgadillo 
had beaten the drum and its sound 
there followed him Roque Cristancho, 
Ignacio the blue-eyed Ardila, Pablo 
and lame Ardila, Miguel Uribe and 
many other their associates; and 
that fact that that day Don 
Salvador Plata spoke about observing 
the order the Regente and Officers, 
which they were angered, telling 
him “get down from there,” shout 
that was heard the tumult, and that 
recognized only Manuela Beltran, 

(Sound the drum and the mob 

The Informer: you see even 
the Mayor, Senor Doctor Don Jose 
Ignacio Angulo Olarte, was un- 
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able report precisely how this edi- 
tion came about nor was the Cabildo, 
the town council, prepared account 
for otherwise than reference 
the additional taxes for the support 
the Windward Navy and the regret- 
table but irrelevant 
dure and justice, that there had died 
the town Socorro hunger 
the second year before this sedition 
quantity men and women and chil- 
dren the number 6000. This 
matter for consolation and solace, but 
evidentiary value determining 
the names, parentages, permanent ad- 
dress, present property and recom- 
mended punishment the conspira- 
tors, ring-leaders, rebels and other 
brigands which the commence- 
ment this sedition, there was un- 
fortunate and regrettable absence and 
complete lack. The following are the 
words spoken the Cabildo 
Socorro the Viceroy. 

the Officer the Cabildo: 
they first rejected was the 
order that there collected from them 
new tax called the Windward Tax 
which obviously weighed heavily all 
the poor who are the ones that work 
cotton, textiles, weaving, soap, tanning 
cetera; and who have loophole 
nor help escaping from payment. 
Besides there was the other tax for 
custom house permits and landing 
certificates, very prejudicial com- 

Likewise another order said have 
been published Santa the effect 
that each pay two pesos, and others, 
the servants and one peso. 
And more than this there the 
bad treatment that the ministers and 
rent collectors give the subjects, view- 
ing them the vilest slaves. All 
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which, together with the poor condi- 
tions these jurisdictions has 
been the reason that they have up- 
risen such degree that there 
remedy for unless the compassion 
Your Excellency serve inform 
our King and Lord the fact 
that the people are resolute and deter- 
mined; can offer explanation, 
there are enlisted and the point 
making war their own defense, 
less than 20,000 men and believed 
that their numbers will increase until 
the uprising has spread throughout 
the realm uniting all. 

The Informer: you see, 
names, identifications, merely taxes 
and hardships. And for the very good 
reason, repeat and report, that 
there were leaders, only this Man- 
uela and the lame Ardila and the blind 
Ardila; and the Mayor Senor Doctor 
Don Jose Ignacio Angulo Olarte 
had runaway and the Lieutenant Senor 
Don Clemente Estevez had wished 
run away but had committed himself 
instead and error the church 
vaults was unable emerge again 
safety. that there were, the 
Officer the Cabildo says, 20,000 men 
resolute and determined but without 
leaders which was never before seen— 
that the sedition made itself without 
leaders the sedition. 

Whereupon there occurred and took 
place what altogether unheard 
all records and reports seditions, re- 
bellions, conspiracies, plots, counter- 
plots and revolutions, that the people 
having risen against the lawful gov- 
ernment and against the respectable 
citizens and others authority, com- 
pelled and obliged the respectable citi- 
zens become captains the sedition, 
better seen the lamentable 
testimony Senor Don Salvador 


Plata, one the richest and most 
spectable the citizens Socorro, 

Don Salvador (an old man’s 
weak and frightened): mob came 
our houses, enraged the degree 
that put the torture either 
accepting the captaincies, dying 
with our wives and children. 
sisted, well known, also the 
fact that could dissuade them 
neither with prayers nor tears, 
which all availed ourselves, nor 
could with the fee 500 
pesos that offered them they would 
excuse (fading out) Isidro 
lina publicly confessed 

The Informer: Neither bribes, 
nor tears nor supplications availed 
with this sedition without 
ers which demanded leaders and which 
compelled leaders lead it. Alto 
gether there were six these captains 
taken from the rich men and the 
spectable citizens Socorro including 
Don Salvador Plata and the Com- 
ander General, Don Juan Franciseo 
Berbeo. 

But whether was they who were 
the leaders the people the people 
who were the leaders the 
difficult say for the people when 
they walked under the balcony Cap 
tain Don Salvador Plata night 
would sing certain songs which the 
meaning was apparently ironical with 
such words as: Don’t worry 
You have nothing worry about 
Plata. You are one now 
Tied with us! 

Woman Voice (lusting and 
ing): cuidado, Plata, que 
bien amarrado estas: como 

roar laughter drowning out 
the song) 

The Informer: Nevertheless, was 
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this Commander General Juan 
Francisco Berbeo that this Galan, 
whom inquiry now made, was ap- 
pointed the sedition. Jose Antonio 
Galan was not the character Ber- 
beo and Don Salvador Plata, rich 
man and citizen. His 
office, the trial which 
condemned him was that laborer; 
his estate was, his age was 
years. also part the 
commission office executed the 
Commander (eneral May 25, 1781, 
which commission, should said, 
was signed by: the Commander’s 
tary was none other than 
one these the people, and 
bears its illiterate style 
and unsuitalile composition, his 
ignorant 

Voice: Nomine Dei 
—Amen. these presents, 
that the General, Don Juan 
Francisco the request 
the Comun, the publie good 
and its or;lers questioning, and the 
answers existing that (Jose An- 
tonio poor man, but 
much that thus they 
receive him Captain Commander 
and that will that the afore- 
said pursue duly and 
General the people asking 
confirm said ‘Don Jose Antonio Galan 
Captain-Cimmander the troop 
Socorro the name All Pow- 
erful God the Empress the 
Skies. with him and pray 


the Holy following the under- 
taking hive, inspire Don Jose 
Antonio that carry out, 
and not, ‘hold him accountable, 
not, the 

The The Comun (which 


was the name taken these rebels 
mean the commoners, the Commun- 
ity the people), was well served 
this Captain Galan for when the cor- 
sairs were sent out his pursuit from 
Bogota Santa Fe, resisted them 
the Caves Facatativa and routed 
them altogether taking many prisoners. 
this and other successes these 
commoners the royal commission the 
Viceroy was brought submit the 
Commander General proposal for 
capitulations which capitulations 
the eighth day June 1781, were ac- 
cepted the Viceroy, ratified and 
signed the junta tribunals, and 
reaffirmed and sworn the royal 
commissioners solemn mass, the 
town Cipaquira, the sacrament be- 
ing there and then unveiled for the 
purpose. Whereupon the armies 
the communities, convinced the 
solemnity this act the victory 
their cause and the security their 
persons, disbanded and returned 
their homes carrying with them certi- 
fied and authenticated copies the 
protection, since was affirmed 
these capitulations that all the rebels 
were pardoned and forgiven. 

was this point, with the arm- 
ies the Comun disbanded, and the 
people, returning peacefully their 
homes, that the evil and will 
and purpose this Jose Antonio 
Galan was made apparent 

(Sound the guitar and the ballad 
tune 

For, considerable reinforcement 
Spanish soldiers having arrived 
Bogota, happened that the Vice- 
roy reconsidered the capitulations of- 
fered and agreed and signed his 
commissioners, and and 
sworn solemn mass the pres- 
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ence the holy sacrement the 
church Cipaquira, and hap- 
pened, further, that, having reconsid- 
ered these capitulations, the Viceroy 
determined disapprove them and 
monopoly tobacco. 

Whereupon and without further ado 
delay consideration his duty 
and loyalty the King and Viceroy 
this Captain Jose Antonio Galan, 
whose fame had not reached the ut- 
termost parts that region Magda- 
lena and beyond the farthest reaches 
Nueva Granada, did incontinently 
and recklessly write and publish 
inflammatory and scandalous petition 
the Captaincies and Comuns the 
Municipality Socorro inciting them 
revolt and save their lives while 
they still could, blasphemously and 
disloyally alleging that they had been 
cheated and deceived, the 
tion its bad writing and its ill logic 
sufficiently testifies the character 
and ignorance this wicked man. 

Voice Galan powerful, vio- 
lent, Harsh, 
Senores Captains and Comuns the 
Municipality Socorro whom con- 
sider-on our side: Very esteemed 
Senores and dear companions: 
apprise you that this poor parish 
and its Comun find ourselves con- 
fusing Babylon with the general sound 
advice the most suitable remedy 
applied against this ruin with 
which are threatened those 
the Court Santa and the whole 
(Spanish) Realm because the dis- 
astrous outcome (our effort) the last 
time, that they have sold out, the 
money-grubbers, the scoundrels, the 
treators for the which (ruin and 
threat) find other remedy than 


start over with the knowledge 
gained experience. 

And since your Comun and its Cap- 
taincies urged the last 
ing, seems matter deserving 
great reproach that you are now 
the lethargy deep sleep. You 
not consider worthy the barest in- 
formation your intentions, but 
ours that you should take heart and 
that should again follow our En- 
terprise. 

This being so, Senores, what are 
doing? What are waiting for? For 
Santa get everything ready and 
for troops which are now ready come 
from below annihilate without 
even sparing the innocent 

they have promised 

Let take heart, then, and see 
cost our lives cut out this per 
nicious cancer that threatens our ruin 
honor and property, and when 
does not menace our lives, threatens 
stamp with the infamous 
and enduring disgrace shameful 
slavery. 

(The sharp strong notes the gur 
tar, the ballad tune taking march- 
ing rhythm. continues under the 
voice the informer) 

The Informer: After this violent 
and rebellious act and view the 
great fame and influence this evil 
man among the people the country, 
there was course choice but 
take and punish him which was duly 
done with the aid certain devices 
his fellow captain the Comun 
Socorro, Don Salvador Plata, who 
this means made adequate and con- 
amends the Viceroy and the 
Crown Spain, the said Galan being 
arrested the 12th day October 
1781, tried the 19th October, 
sentenced the 30th day January 
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the year 1782, executed with all the 
formalities and tortures duly 
and lawfully prescribed, the same 
day, the recipt for his head being exe- 
and signed the Mayor Gua- 
duas the fourth February follow- 
ing. 

These were the causes and reasons 
that Jose Antonio Galan was hung, 
drawn, quartered, his house levelled 
the ground, the site thereof sown with 
salt, his name proscribed, his sons de- 
infamous. 

(The ballad tune has become 
drums, feet marching, voices 

The Voices: Socorro, when your 
sons 

San Gil, when you forget this man; 

When you forget him, Charala, 

The stones—the stones—will shout 
Galan. 

The Narrator (gravely): These 
were the causes and the reasons that 
Jose Antonio Galan was barbarously 


and brutally put death the Span- 
ish Viceroy Nueva Granada Jan- 
uary 1782. These were his crimes: 
that fought for the liberties the 
that led the people against 
their oppressors that failed. 

The Vowes: Socorro, when your 
sons forget 

San Gil, when you forget this man. 

(The sound the voices fade out. 
There 

the Noble Lord: For what 
purpose you believe they have tak- 
arms 

Governor Penn: defense their 
liberties. 

(Silence 

General Washington: but 
this you may the same time rely 
on, that none them will ever submit 
the loss those valuable rights and 
privileges, which are essential the 
happiness every free state, and 
without which, life, liberty, and prop- 
erty are rendered totally 


THE MYTH MIKE FRIGHT 


Mike fright the early days broadcasting was common your 
Aunt Nell’s habit swooning her way through courtship the gay nineties. 
Today most cases mike fright are found only the over-ambitious writings 
those who dream terrible tales microphone rigor mortis win space 
the popular magazines. Once when asked great platform speaker 
ever felt nervous, playfully answered:: “As nervous father ma- 
ternity hospital.” Then went explain that believed most speakers 
have slight case nerves prior getting under way. “Stage directors are 
always wary the actor who doesn’t feel bit nervous before taking the 
stage,” explained this speaker. “Actors commonly refer this type ner- 
vousness ‘the spark.’ Only dead duck could face audience without ex- 
periencing some degree nervousness.”—From “Effective Public Speaking” 
(McGraw-Hill), William Hoffman and Ralph Rogers. 
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Human Nature’ 
MURRAY DYER MARGARET MEAD 


American Museum Natural History, New City 


[This program was given one the valuable series called “Science 
Work” and part the valuable broadcasts provided daily the American 
School the Air the Columbia Broadcasting System. IT’S 
NATURE was prepared Murray Dyer, often the recipient awards for 
his scripts, which have both literary and radio excellence, collaboration with 


the noted anthropologist and author, Dr. Margaret Mead. 


Trumpet Call: 

ANNOUNCER: Columbia presents 
Human special holi- 
day feature its weekly series, 
“Science Work.” 

Music: (Figure and Under) 

Woman: It’s Human Nature. 

You’ve all heard that phrase. When 
Tommy does something don’t un- 
derstand; when Helen acts way 
that seems strange, when Father blows 
the breakfast table Mother 
sighs and wonders she’ll ever able 
get peace and quiet the house 
again; say, with laugh, or, 
it’s something that can’t helped: 
It’s Human Nature. 

Music: (Upand Curtain.) 

ANNOUNCER: But:.. 
nature 

Suppose this program, you the 
judges. 

With the studio, today Mar- 
garet Mead. Really, Dr. Margaret 
Mead. She’s scientist, the field 
will you give scientist’s definition 
Anthropology 

Dr. Mead: Anthropology, John, 
means the science man. That is, 
the study why behave do. 


ANNOUNCER: Which, 
sense, the study human nature, 
Now, Dr. Mead, who authority 
this matter, will conduct series 
experiments for us. You may think 
they are very ordinary experiments 
first, but when they are illumined 
Dr. Mead’s observations, you will real- 
ize how important they are. 
Mead, will you tell about these 
periments 

Dr. Mead: Before anthropologists 
had studied the behavior different 
peoples, was believed that the differ 
ences their customs were due 
their race that kindliness, intelligence 
brutality were somehow connected 
with skin color the shape man’s 
head. Now, know that the 
way which children are brought 
which determines these things. 
are going try the experiment tak- 
ing you family breakfast— First 
breakfast table China. this 
scene you will hear Chinese father, 
mother, daughter and son. 


Music: (Brief Chinese Figure) 
Mother: Pi-Ju has already taken 


Grandmother her tea. Uncle gave the 


*Copyright, 1943. the Columbia Broadcasting System. perform reproduce this 
script any way, written permission must first obtained from the Columbia Broadcasting 
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boy extra pipe clean this morn- 
ing. 

Let begin without him. 

Pi-Ju: Yes, Father? 

Father: have been studying the 
drawing the tiger which you brought 
home for see. 

Thank you, Father. 

Father: What does your drawing 

Pi-Ju: She has not told yet, 
Father. 

Father: Ah... Well, she the 
judge course. Nevertheless, have 
some small experience such work. 
And have examined carefully. The 
line work better. 

Pi-Ju: Thank you, Father. 

Father: Have you seen it, Mother 

Mother: Yes, have looked it. 
There something the skill and un- 
derstanding his uncle the way she 
has handled the brush. 

Father: Yes. think that true. 

Shu-Cheng: (Coming on) Good 
morning, Father. 

Father: You are late, Shu-Cheng. 
But your Mother has explained the 
reason. 

Mother: Pi-Ju, please pass your 
Father the tea. 

Father: 

Shu-Cheng: Yes, Father? 

Father: Are you learning school 
observe what happening the 
world 

Shu-Cheng: Mr. has been 
reading from the newspaper and 
telling the meaning the articles. 

Father: Good, scholar 
with great learning and understanding. 
Listen carefully what says. Has 
been speaking you our Am- 
bassador’s speech London 

Shu-Cheng: has been read us, 


Father. And today class dis- 
cuss it. 

Mother: the English language 
that difficult for both them, 
Father. 

Pi-Ju, what that puzzles 

Pi-Ju: There are many words 
that look the same but our teacher says 
they are pronounced differently. 
There are rules for these words. 

Father: For long time had 
difficulty myself with the English lan- 
guage, Pi-Ju. There remedy but 
hard work and steady application. 

Shu-Cheng: Why must learn 
it, Father? Our own language 
older, and lovelier. 

Music: (Sneak) 

Father: the schools the Eng- 
lish, they teach French, German; 
Latin and Greek. True, have not 
found them very thorough study 
them. That where application 
counts. you are learn subject 
all, worth learning well. Never 
forget, children, the traditions our 
country and our family. 
work, unless well done. un- 
dertake project, unless can 
honestly accomplished. 

Music: Curtain.) 

Dr. Mead: That was part one 
our experiment human nature. Did 
you notice the note respect the 
voices the Chinese children, the 
grave, courteous tone the father’s 
voice, the reverence for the past; how 
the father asks them study hard be- 
tion? from family relationships 
like these that Chinese children learn 
the behavior which later seems them 
just human nature. 

Now you will hear another 
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and you listen remember the 
one you have just heard. will only 
tell you that breakfast table 
another country, and that the charac- 
ters are also father, mother, son and 
daughter. 

Music: (Brief Overture Figure) 

Father: Good 

Children: (Together) Good morn- 
ing, Father. 

Mother: now you'll 
late for school. 

Joy: find hat. 

Father: you put them away 
the closet every time you came into 
the house, you wouldn’t have this 
trouble when you need quickly. 

Mother: Charles, son—don’t gob- 
ble your food like that. 

Joy: get nervous stomach 
you keep much longer. 

Father: Joy, where earth did 
you get that 

Joy: She says her 
father has nervous stomach and that 
her mother says got because he’s 
newspaper man and always grabs his 
food and just gobbles it. 

Charles: Well, he’s old man 
now. And hasn’t had very long. 
Lucy’s Father. Not the way have 
live these days. 

Mother: How old you think 
Lucy’s Father is, 

Charles: He’s old. 
know just how old. 

Father: He’s 38. 
younger than am. And let tell 
you, both you, I’m long way from 
being old. The idea calling people 
old 38. 

Charles: want some more sugar. 

Joy: can’t have any more 
sugar. rationed. 


Father: could slip 


off the baseball game this afternoon, 
I’m not very busy the office. Want 
come with me, Charles 

Father: Well, you get out school 
early. But you do. mind, 
got those things around 
the house that are your job. Sweep 
the sidewalk. Carry the garbage up, 
And oil the bicycles. you 
forgot last week. 

Charles: Oh, sure... 
easy. won’t forget. 

Music: (Sneak) 

your breakfast. I’m going look for 
your hat, Joy. You can’t possibly 
school this weather without it. 

Music 

Dr. Mead: What kind family 
was that? American family. Yes, 
but CHINESE American family, 
That father and mother who spoke 
their children thousands Ameri- 
can fathers and mothers speak their 
children, although they belonged the 
same race the first father and 
mother. But they lived America 
among other Americans. The 
dren American the whole 
family listens the radio. These par 
ents not only speak English but they 
treat their children American par 
ents treat their children. and 
there trace the ancestral tradition 
has survived. The sister, for example, 
still respects her father and brother 
little more than American sister 
would. 

not their race, not their shining 
black hair, nor the color their skins 
which determines the way which 
they behave. just that these 
Chinese parents have become Ameri- 
can that they are bringing their 
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think and feel like Ameri- 
cans also. 

Now—let’s try German family 
scene. 

Music: (Brief Overture) 

Father: Frederica, where are the 
children? already half past 
eight and nobody’s here. Fine order 
you keep this house. Each one does 
what wants. You know that Sun- 
day the only day that can have 
breakfast with the children. Well, 
serve the breakfast. 
children, we’re going eat, ja! And 
see the coffee hot. 

Mother: 
keep calm, keep calm. They will 
here minute. You know how chil- 
dren probably playing 
around. 

Father: Unsinn! Unsinn! This 
time play. 

BUSINESS: (Children come in. 
Door opens and closes. 

Hans: Good morning, Father. 

Anna: Good morning, Mother. 

Mother: Anna, have you kiss 
for your 

Anna: There liebus Mutchen. 

Father: Why are you two late 

could, Papa. 

Father: understand. When 
was your age Father would have 
sent the kitchen eat, were 
late. 

Mother: All all right, 
Johann. Sit all down. 
the table, let’s start. 

Father: One moment! Let 
look your hands. Anna! Hans! 
Are they clean 

Children: (Together) Here, father. 

Father: All .not too 
Sit down. 


Hans: Bitte, Father, will you take 
the football match today? Uncle 
Wolhelm 

Mother: Don’t talk much chil- 
dren, the table. 

you behave yourselves, may take you. 
Ja, it’s fine day for it. Ah, have 
the finest team the 

Anna: What match 

Hans: Goose! It’s 
against Bremen. hope will win. 

Father: wouldn’t surprised 
beat Bremen. have much 
better forward line. 

Hans: That’s what the 
boys school are saying. 

Father: Hans? 

Hans: What, Father? 

Father: How often must ask you 
not talk much without per- 
mission. (to Mother) Frederica? 
don’t understand the way you bring 
these children up. father would 
have given good thrashing 
talked much the table. 

Mother: Ach! lieber Gott! 
not bad. not bad, Johann, 
The children are pretty good. 

Father: What are they doing 
school 

Hans: Father, have new his- 
tory teacher Herr Hindel. 

Father: asking Mother. Not 
you. 

Mother: Oh, they are doing well. 
They have very good marks. 

Anna: I’m first mathematics. 

Father: Good! That you got from 
me. Ja! grossartig! 

Hans: the best jumper 
class. 

Mother: Now come on. Hurry 
up. Eat now and talk later. 
annoying Father, Hans. nearly 
time for you your “Youth” 
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Athletic Meeting. 

Father: And Achtung! Once for 
all want you prompt and re- 
spectful your superiors! And don’t 
forget Hans, expect you your 
best the meeting and nonsense. 


Hans: always one the best. 

Mother: they are all right, 
Johann. 

Father: don’t like it, Frederica. 


You are not strict enough. off 
soon. I’m meeting der Herr Steuere- 
inuehmer, Sekretaer Bauer and Fritz 
Kiefer for glass beer the 
Stammtisch. 

Mother: Allright... .Gut. 

Father: want you children 
here one o’clock sharp, for dinner. 
want your shoes clean and your 
clothes brushed, football match 


for you. stand for any 
more 
Mother: Ach! lieber Gott! 


These men! What life! What life! 

for men, you;women wouldn’t know 

what with yourselves. Always 


gabbing. And the whole house would 
upside down. 


Frederica! Take Anna into the kitch- 
she can learn how cook. Gut- 
Morgen! 

Music: Curtain.) 

Dr. Mead: Did you hear how dif- 
ferently those parents behave? How 
much the father emphasizes discipline, 
how the mother feebly pleads with the 
father, how the father orders the son 
obey and excel? Did you notice the 
way the father speaks the mother? 
This type family brings people 
who have strict respect for orders, 
for authority, for people uniforms. 
develops kind boy who will 
anxious find someone who weaker 
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than is, whom can shout and 
order about. Not all German families 
are like this one, but out this 
kind German family that the Ger- 
mans come who want bring other 
people under their control. What 
think German human nature 
comes from the way which many 
Germans are brought up. has noth- 
ing with their blond hair and 
blue eyes. English family, 

Music: (Brief Overture) 

Father: (Clearing his throat) 
Where are the children, Joan? Late 

Mother: Really, don’t see 
how you can blame them. You insist 
taking the bathroom first. 
here they come now. 

BUSINESS: (Door Opened... 
Closed 

John: (Coming on) Good 
ing, Father. 

Ruth: Good morning, Father. 

Mother: and give 
kiss before you sit down. 


Father: late. 

could, Father. 

Father: don’t understand it. 


was never allowed late when 
was boy. 

Mother: Sugar first, John, before 
you pour your milk your porridge. 

Father: It’s splendid day for the 
match. 

Ruth: What match 

John: Cricket test match, stupid. 
You may not know it, Ruth, but 
land’s playing Australia today. the 
Oval. 

Father: dear, you know, 
wouldn’t surprised England got 
back the Ashes this time. With Lar 
wood 


John: (Interrupting) Old 
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Face school says that 

Father: 

John: Yes, Father? 

Father: How often have 
remind you not interrupt when your 
Mother and are talking? And who, 
may ask, Old Potato Face? 

Ruth: (Giggling) 
Mr. Pierce. teaches John history. 
Father: asking John, Ruth. 

Mother: Arch, you don’t hurry 
and finish your breakfast 
miss the 8.15 again. 

Father: I’m not the habit 
missing the 8.15, Joan. And John 
and Ruth must brought know 
how behave the table. Well, 
John 

“he’s”, 

our history master. 

Father: And what’s his name? 

John: Old mean, 
Pierce. Mr. Pierce. 

Father: John! was talking 
your Mother. Would you like see 
the match, dear? Suppose you 
meet the Pavilion tea time? 

Mother: Arch, you know that’s 
possible. 

Father: don’t know it’s im- 

Mother: ‘Well, the first place 
you wanted rie write those peo- 

John: heavens! Are go- 
ing that dump for the sum- 
mer hols 

Father: 

John: But 
it, Mother? You said was yourself. 
Only last 

Father: ‘Were you listening over 
the You were both sup- 


posed have gone bed....H’m 
simply cannot understand 
it. The paper says the government 
considering complete course 
American history the schools. Pad- 
ding. That’s all is. Padding. 
Why, when was boy were taught 
all the American history there was 
know and did term. Now 
they are going waste three years 
it. going write the Times 
about. 

Mother: (She’s heard all this sort 
thing before) really think 
it’s much more important for John 
get new suit, than for you the 
Test Match. needs some new flan- 
nels badly. 

John: Well, can and get 
suit all right. don’t need Father 
for me. 

Father: Oh, yes, you do, John. 
You need Father for you very 
badly. You’re not old enough 
know what cloth choose. 

your tailor Father, and tell 

Father: you’re going have 
new suit, John, I’ll have take you, 
suppose. Although, really, Joan, 
don’t see why shouldn’t impossi- 
ble for you meet him after school 
this afternoon and it. Hepple 
white knows exactly the sort ma- 
terial want John have. 

Ruth: need some new clothes, 
too. 

Father: talking about John, 
Ruth. One thing time. 

John: much rather see the 
Test Match. Half the other boy’s 
paters are taking them. 

Father: going take you 
Saturday, John. 

John: What? 
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Father: Iwas thinking about it. 

John: Oh, that’s marvelous. Sim- 
ply super. Golly, you wait till 

Father: 

John: Yes, 


Father: Where the devil you 
pick those expressions? 
indeed. really think the 
influence the films children today 
infamous. Something ought 
done about it. 

Music: (Curtain) 


Dr. Mead: Here this English 
scene still the father who plays 
the prominent part. But you notice 
that doesn’t emphasize obedience 
authority, but instead talks about chil- 
dren learning the WAY behave. 
The gentle snub the sister because 
she just girl, the way which the 
father holds forth about what ought 
done the world and expects 
the children listen and not speak un- 
less they are spoken these are im- 
portant points. 

Now—a family scene closer home 
again. 

Music: (Brief Overture) 


BUSINESS: (Door slams off. 
Feet huryying table.) 

Tom: (Breathless) Mom. 
again 

Helen: It’s good for you. Special- 
Winter. 

Tom: you got that 
off the box. only stop be- 
lieving everything you read... 

Mother: Tom! 

Tom: All right. 

Mother: It’s right. That’s 
way for you come breakfast. 
Hurrying like cyclone and then 


grumbling. Helen doesn’t seem need 
it. 

BUSINESS: (Doors opens and 
closes. 

Father: (Coming on) 
wish you’d look shirts before 
you put them away when they come 
back from the laundry. 

Tom: Late again, Dad. 

Helen: (Laughs.) 

Father: late. Where’s the 
paper 

Mother: your plate, Honey, 
where always is. 

Father: 
does have buried under 
napkin can’t find 

Tom: Funny thing about 
Dad. When out fishing 
hunting, you got the best eyes the 
town. When comes seeing some 
thing really big, like the newspaper 


get with your breakfast. 

Mother: pass Dad the sug 
and cream. 

Helen: Yes, mother. 

BUSINESS: (Rattle 
ery.) 

Father: Thanks. What’s the 
per say this morning? 
taxes, huh 

Tom: got have new baseball 
mitt, Dad. Can have some 

Helen: Smarty, and whose getting 
$1.75 allowance week, now 

Mother: (Laughs) 

Father: What’s funny about 
Mary? No, Tom, you can’t get new 
mitt this year. Not with taxes the 
way they are. I’ve got make out 
with old things and have you. 

Tom: Guess I’ll have have the 
this afternoon. 


| 


Helen: Wh.y? matter 
fact need it. 

Tom: you think can 
school all play the basket 
ball team tlie afternoon, get back 
and still get town time get 
all the for the week, Mom 

Helen: going get the 
eries. And got red cross meet- 
ing 

the trolley 

Helen: you can come home 
the trolley 

Tom: 

Father: seems you might 
ask your Mother she needs the car. 
OrifIdo. time for either 
you be! fighting over the car. 
What d’you got you both 
bicycles for? 

Tom: know, Dad, but you 
can’t carry week’s groceries 
bicycle. way this house eats. 
Turn will you, Helen? 
got the news for gen- 
eral quiz. 

Helen: too late. You just 
missed 

Tom: Can see the 
paper Sport pages’ll do, 
you’re reading the news. 

Helen: reading the sports 
pages. 

Mother: ‘Tom, why did you put 
that old shirt? told you leave 
out for mend. 

Tom: You did? 

(Door bell rings off.) 

Helen: (Going off) get 
it’s the mail man. 

Tom: Another letter from that 
heavy date, Helen’s running, bet. 

Father: Mary, have you found 


that ration book you said you lost 


HUMAN NATURE 235 


pocket your old coat. You remem- 

Helen: (Coming on) Here’s the 
mail, Dad. 

Tom: Huh! Kept one for your- 
self, see. bet know who it’s from. 

Helen: None your business. 

Father: Another cup coffee, 
please, Mary. It’s awful weak this 
morning. 

Mother: 
cup, will you 

was reading letter. 

Mother: Put aside until after 
breakfast, dear. Don’t read the 
table. 

just want see something. 

Mother: Tom, pass this cup 
Dad, please. 

Tom: Here’s your coffee, Dad. 

Father: Thanks. 

Vother: how’s your new 
music teacher? expect see- 
ing her the P-T-A meeting tonight. 
And 

Helen: She’s all right, guess. 
She’s good music teacher. 

Mother: Why She seemed 
very nice when saw her for min- 
ute, just the other day. 

Helen: Oh, she’s all right, but 
she’s got crazy way teaching 
music, You have practice and prac- 
tice. 

you’re clever enough able play 
any other way, you? 

Mother: Don’t stick your 
tongue out the table. 

Helen: Tom made me. 

Father: wish you two would 
keep quiet and let look the paper. 

Mother: Bob? 


pass Dad’s 
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Father: Uh? 

Mother: you going late 
from the office tonight 

Father: What’stonight?..... 
Monday?..... 

Mother: think would nice 


you’d come the meeting with me. 
You ought see some the people 
and you haven’t been for long time. 


Tom: bet that hurts. 

Father: see what can do, 
Mary. 

BUSINESS: (Phone rings) 

Children: (Together) 
it. It’s for me. 

Mother: Both you sit still. (Go- 


ing off) answer it. 

Tom: More bread, please, Helen. 

Helen: talk with your 
month full. 

Tom: wonder who that is, calling 
Mother. 

Helen: Old Mrs. Willard, bet. 
Wants her serve the ration board. 
was there last night and she said she 
was going ask Mom help. 

Tom: Dad, can have the sports 
thanks. 

BUSINESS: (Crackling 
per.) 

Helen: See anything about the 
basket ball game Saturday 

Tom: what I’m looking for. 

Mother: (coming back on) That 
was Mrs Willard, Bob. Wants 
help with the ration board. 

Tom.... 

Tom: (Not 
Gosh, Dad, did you see this? 
playing Blue Island tonight the 
Arena, and they haven’t lost hockey 
game this season. Dad, wouldn’t you 
like go? take you. 

Mother: Yes, Bob... go. 
You and Tom would have such fun. 
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Father: 
afraid late the office, 
Give rain check, huh 


Mother: Look the time 
dren! late you don’t 
hurry. 

Sound: (Pick dishes) 

Mother: (Go on) Tom, don’t for- 


get your scarf this morning. 

Sound: (Phone bell off) 

Helen: get it! 

Sound: (Chair scrape and 
steps going off 

Mother: (Project) wear 
your overshoes. Oh, heavens, your 
reau, forgot bring them down. 
get them. You put your coat on! 

Sound: (Door chime 

Father: (Off) Someone’s the 
door, mother, see who is. 

Mother: Tom? Tom! 

Tom: Yes, mother? 

Mother: Stop reading the paper 
and get your books. old enough 
not have reminded every morn- 
ing. 

Tom: 

Music: 

Mother: 
hurry! 

Music: 

Dr. Mead: this American 
breakfast table, the father longer 
the central figure. The children talk 
more than the parents, brother and 
sister answer each other back 
orously, big sister imitates mother 
disciplining her brother. The 
children answer the parents back, 
speak their own minds freely, 
cize their teachers. the end, 
the mother concerned about get 
ting the Children off and runs upstairs 
get her daughter’s gloves, while she 
tells the son that old enough 


All right, mother. 


Hurry, now, children 
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keep track time himself. you 
see what difference makes, how 
parents treat their children and let 
their children treat them? 
boys learn from their fathers tone 
yoice about setting the world aright. 
American boys learn shout and take 
the center the stage themselves and 
later when they make speeches 
next scene for yourselves. 

Music: (Brief Overture) 

BUSINESS: (Applause large 
hall. Onecho.) 

MASTER CEREMONIES: 
Our next speaker, ladies and gentle- 
men, Mr. Rushton Hall, distin- 
guished English lecturer, author and 
journalist, who visiting the United 
States. Mr. Hall. 

BUSINESS: (Applause DYING 
INTO murmur) 

little less noise perhaps the back 

BUSINESS: (Murmur out.) 

Hall: (Oncue) Thank you... 
emphatic, crisp) Ladies 
and have been 
asked talk you tonight about Brit- 
ish war production. have, 
course, improved. Our over-all fig- 
ures for the past year show definite 
increase. But is, think, planes, 
that the picture most striking. Our 
largest bombers, which incidentally, 
four times the bomb load 
yours, (fading) are now coming quite 
satisfactorily into production. 

Music: (Decrescendo) 

BUSINESS: (Applause 
fore) 

American Lecturer: Well, ladies 
and gentlemen see I’m down 


the program talk you tonight 


about Alaska. can think one good 
reason why know something about 
that country. It’s I’ve had 
make upwards trips there, 
Summer and Winter the past fifteen 
years. 

Two three those trips, might 
add, were dog sled, far off the beat- 
nearly lost life. But the thing 
want tell you folks about tonight, 
the change that’s come over Alaska 
since our boys went there. Yes 
sir mass production methods and 
the Good Old American qualities 
hard work and initiative are showing 
results there these days. (Fading) 
predict that five years after this war 
finishes, we’ll spending Summers 
Alaska the way used spend Win- 
ters down Florida. That’s tip, 
folks. 

Music: (FADING OFF) 

Dr. Mead: those two 
made grown men, you could hear 
the echo those two breakfast tables. 
The English speaker imitated his 
father, expecting the audiences 
very quiet and attentive, understating 
his position because fathers are strong 
and must not bully. But tells the 
audience what good for them and 
his voice the vote authority, the 
kind sureness that father has when 
talks children. But the Ameri- 
can public speaker doesn’t act like his 
father, because was he, not his 
father, who did the showing off 
child. learned his behavior when 
was child, acting, not watch- 
ing father act, and his speech mak- 
ing voice little extra loud, full 
overstatements and boasts and cock- 
sureness which small boy has use 
get grown-up people listen. 
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Dr. Mead: Yes, John. 

ANNOUNCER: 
ment has demonstrated for five 
breakfast tables, five samples the 
way which children’s upbringing 
shapes their characters. Would you 
sum for scientist, and tell 
what can learn from the scenes 

the street, play, children learn what 
kind “human nature” the members 
their society expect them have. 
they are treated, they will learn 
treat others. When Hans grows up, 
well tyrranical father: John 
the English boy, will help kis son pick 
out the kind clothes ought 
wear; Tom, the American, will let his 
wife manage the children and duck out 
going the game. And because 
the differences between peoples dif- 
ferent countries are due, not their 
race their climate, but the way 
which each generation children 
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human nature which not fixed 
but very flexible and able take many 
different forms. 

ANNOUNCER: Thank you, 
Mead. 

Music: March) 

ANNOUNCER: You have 
listening Science Work, pre 
gram brought you every week this 
time Columbia’s American School 
the Air with the endorsement the 
National Education Association. 

Guest today’s program, and com- 
mentator, was Dr. Margaret Mead, 
famous anthropologist and author 
the currently popular book “And Keep 
Your Powder Dry!” “It’s Human 
Nature” was written Murray Dyer 
and directed Robert Lewis 
John Alan Wolf speaking. 

This CBS ... The COLUM 
BROADCASTING 
TEM. 


converse the distance the Indies sym- 
pathetic contrivances may natural future 


—Joseph Glanvill, 


The Vanity Dogmatizing (1661). 
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Radio Our Schools: Forecast 


TRACY TYLER 


Associate Professor Education, University Minnesota, and Editor, 
Journal the Association for Education Radio 


EARS ago education left its 

Ivory Tower and moved into the 

community. Today longer 
deals solely with the and when 
political science, philosophy, an- 
thropolgy—the primary purpose 
illuminate the present. For education 
does not consist alone the acquisi- 
tion fixed quota facts, the de- 
velopment optimum number 
prepared for life. This means that 
the teacher cannot depend altogether 
what finds books, his ma- 
terials instruction. needs also 
become acquainted with the out-of- 
school world, make sure that what 
does the classroom meets the 
needs his pupils today and later 
life. 

The world 1944 different 
world from the one our parents faced 
when they pursued their formal educa- 
tion. and the new technology 
have built environment far superior 
anything the previous history 
man. 

The primary function the school 
prepare the oncoming generation 
adjust vocationally, socially, moral- 
ly, and other essential ways 
dynamic society which will 
have changed many respects even 
during the time the individual spent 
school. 

within this frame reference 


that one approaches the problem 
the school use radio. 

Radio relatively new invention. 
Its greatest development covers the 
past decade and half. Radio broad- 
casting was unknown twenty-five years 
ago. And there good reason be- 
lieve that the next twenty-five years 
will bring even more startling develop- 
ments. Frequency modulation al- 
ready use. television, though 
somewhat less extensive due 
economic and other reasons. Fac- 
simile also its way out the lab- 
oratory. And what the ultra high 
frequencies? Rapid development 
all these new areas, are told, 
waiting only for the end the war and 
the release critical materials and 
manpower. 

This, then the situation the 
technical side. safe predict 
that planning for the commercial ex- 
ploitation these new and promising 
radio derivatives not far behind. 
But what its educational possibili- 
ties 

Commercial radio today multi- 
million dollar enterprise. compari- 
son, educational expenditures for radio 
seem insignificant. True, number 
forward-looking school systems 
(Cleveland, Chicago, and New York, 
mention few) have installed 
stations order prepare and pres- 
ent radio programs for classroom use. 
Several institutions higher educa- 
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tion (Wisconsin, Ohio State, Minne- 
sota, Illinois, for example) operate 
broadcasting stations for the presenta- 
tion educational and informational 
programs their constituencies. But 
both groups constitute decided min- 
ority. 

safe say that state are 
school used majority 
the schools. The last survey that 
was made Ohio (1941) revealed 
that approximately 700 schools (15.1 
per cent) used school Yet 
the same survey showed that approxi- 
mately 2,500 schools (54.6 per cent) 
had radio receiving sets. Schools hav- 
ing record-playing equipment consti- 
tuted 37.4 per cent; but only 7.6 per 
cent had transcription players; and 
only 4.6 per cent had recorders. How- 
ever 77.5 per cent the school used 
out-of-school consider- 
ing these data, should noted that 
Ohio probably ranks high among the 
states with respect radio use. 

Why should schools make use 
radio? What the reason for the 
poor showing the nation 

Radio has become accepted and 
almost indispenable part American 
life. majority urban homes to- 
day possess least one radio. many 
states, radio will found prac- 
tically every urban home. Rural homes 
show somewhat smaller percentage, 
but even there the ownership figures, 
all but few states, are impressive. 


The advent radio has not been 
unmixed blessing. has made life 
more complicated. has introduced 
many new problems. The advertiser 
has found radio most effective me- 
dium for increasing sales. The propa- 
gandist has had little difficulty 
moulding his uses. Radio has 
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been used effectively education 
device, for the dissemination 
formation, promote many 
activities selling War Bonds, 
ing scrap drives, building morale, 
creasing production. Yes, 
tically universal medium. But one 
should not lose sight the fact that 
intelligent use demands preparation 
the listening end, optimum 
are achieved, just certainly 
does the studio. 

None would deny the responsibility 
the school teach numbers that 
can keep our financial affairs 
der; teach literature that can 
better understand what read, and 
select our reading more wisely; 
teach writing that can 
cate effectively with others; teach 
good health habits that will 
velop strong bodies with which face 
our tasks. 


any less important teach 
youth listen, especially when the im- 
pact what heard today has such 
far-reaching effects? Psychologists 
tell that people are less critical 
things heard than things read. They 
point out that people are more amen- 
able suggestion when comes 
through the spoken word rather than 
written form. They warn that, 
with respect what they hear over 
the radio, people are less critical, less 
analytical, and more passively 
tive, than they would when 
face with speaker. 

Are teachers discharging 
duties the youth America when, 
the face such evidence, they 
either bar radio from their classrooms 
entirely are completely indifferent 
Have teachers responsibility 
for protecting their students against 
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such powerful instrument? Pro- 
grams can scutinized and many 
the dangers avoided through careful 
study and aralysis. Pupils can 
taught propaganda, false ad- 
there appears ample need for in- 
struction alon such lines. 
study showed ‘that, the main, radio 
sell health used statements 
which were false doubtful 

The however, has another 
and equally facet. radio 
changing developing ap- 
many fail realize that can 
equally effective teaching de- 
vice 

Sufficient has now 
been carried remove any uncer- 
tainty which may have surrounded the 
early use radio the schools. 
know now that radio the hands 
teacher can greatly enrich and 
motivate the work the schoolroom. 
Many teachers have discovered that 
single short radio program may convey 
more realistic and lasting impression 
than hours reading and much less 
time than she herself would require. 

know also that radio having 
far-reaching effects the lives 
young people. But radio not 
teacher itself. And, unlike the 
systematically-arranged and well-chos- 
library, its “jig-saw” pattern pro- 
grams more invitation in- 
discriminate use than judicious se- 


lection. Young people need help 
arranging balanced listening diet. 
They need learn discrimination 
how judge the good from bad, the 
worth-while from the mediocre. Does 
the average home furnish adequate 
guidance along such lines? this not 
responsibility which the schools can 
and should discharge 

How can greater use radio the 
schools brought about? are 
few suggestions: (1) 
forts should made convince school 
administrators the value school 
radio use; (2) Similarly, the mem- 
bers the school staff and the citizens 
the community need informed 
the advantages radio has brought 
other schools and can bring their 
own; (3) More teachers need re- 
ceive instruction radio use; and (4) 
More schools must provided with 
radio either through school funds 
means gifts from interested in- 
dividuals community 

Teachers are, general, intelli- 
gent group. Our schools, however, are 
inclined reflect the wishes and atti- 
tudes their communities. That 
the way. Because this 
so, teachers have long since discovered 
that danger lies innovations not 
wholeheartedly supported their 
school administrators and not thorough- 
understood the parents and the 
community large. Given the neces- 
sary encouragment from these two 
sources, and the essential equipment 
with which work, reasonable 
suppose that radio will become much 
part the school curriculum to- 
morrow the dictionary, the en- 
cyclopedia, the map, the chart today. 


Gertrude Validity Health Information Gained Through Radio Ad- 
1944. Philadelphia. Ph.D. (Temple University Teachers College). 
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Standards Radio Appreciation 


WILLIAM LEWIN 


Weequahic High School 
Newark, New Jersey 


HAT good radio program 
recent meeting teachers 
interested radio, held 
the Town Hall Club New York, 
trail-blazing Robert Landry, now 
charge the CBS script department, 
pointed out that the value pro- 
gram depends the point view. 
good broadcast, said, may one 
that makes its hearers “brush their 
teeth eat cereal dress better 
laugh weep purge vote.” 
Actually radio makes Americans 
practically everything from hitting 
the top the laugh-meter smoking 
more cigarettes. land fifty 
million receiving sets and 930 radio 
stations (with accession 3000 
more the offing, result FM), 
radio has become our most powerful 
force for good ill. 
The results our national elections 
prove that the power radio tran- 
scends that the press. thus 
potentially the Fourth “R” educa- 
tion, yet teachers have yet done lit- 
tle cultivate standards relation 
this new giant force. True, teach- 
ers recognize that Crossley ratings 
popularity are greatly variance with 
standards applied such teachers 
take the trouble discuss radio with 
their students. But most teachers are 
radio that hardly 
one teacher hundred does anything 
educationally about it. 
The difference between the popular 
estimate program and educa- 


tional estimate that program 
measure the responsibility schools 
and colleges relation radio 
tion. radio standards are advancing, 
the advance due much the gen- 
eral advance educational 
any specific attention radio 
such. fact, the public-service 
grams the four great coast-to-coast 
networks have probably 
done more raise radio standards 
than any other factor. Radio show 
business and democracy, the laws 
show business are determined its 
millions patrons. Those who, 
Dr. Johnson said, live please, 
please live. Commercial sponsors 
strive only please the largest possi- 
ble audiences. The standards applied 
those audiences are logically the 
concern educators. 

fortunate that the radio 
try, unlike the motion-picture industry, 
provides wealth large-scale 
tural programming. But unfor 
tunate that superintendents schools 
and boards education, many 
stances, live mental deserts 
garding neglected duties relation 
those programs which, without word 
anything commercial, give great 
symphonies, dramatizations great 
novels, great speeches world figures, 
and courses science, art, history, 
and without end. What are 
waiting for? For television? Till 
the cosmic ear and the cosmic eye 
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this great electronic force pervade the 
ether and find their way unaided into 
our classrooms 

What the best programs come 
when schools are not session? What 
the era albums recordings 
the best programs has not yet arrived 
What cannot assure complete 
listening activity out school? 
can the meantime, and progressive 
teachers already do, discuss with stu- 
dents their radio habits, their apprecia- 
tions, and their pet peeves radio. 
There will always out-of-school 
reational activities which should the 
concern the school. 

From the standpoint the educator, 
course, the best radio programs are 
those which convey the minds 
listeners the greatest numbers good 
ideas. Always the teacher deems best 
that which teaches most. There 
basic cleavage between the showman, 
who defines the best show the one 
that gives the greatest pleasure, and 
the teacher, who knows that education 
requires discipline the mind and 
the body. How bridge that chasm 
close that cleft should the prob- 
lem every board education and 
its experts. Radio meets education 
more than half way. The opportunity 
there. What remains the educa- 
tional inclination, the urge educa- 
tional self-improvement, which com- 
paratively weak relation the new 
tools learning. 

Little little, standards appre- 
ciation are beginning applied. 
Already some 11,000 groups are learn- 
ing how shop for the best broadcasts, 
how get their “money’s worth” out 
phase training for the right use 
leisure. From the standpoint the 


teacher literature, the best radio 
program not necessarily one that 
purveys radio version classic 
piece belles lettres. There lit- 
erary value, plus freshness and origi- 
nality, just-written Norman 
win radio play. There charm 
Presidential fireside chat. There 
good talk the Sunday morning In- 
vitation Learning, abounding 
examples how old books touch cur- 
rent life. There “sincere and spon- 
taneous overflow powerful feelings” 
the words news commentators. 
diseussing these programs with 
our students let bear mind 
Wordsworth’s dictum that the human 
mind capable being excited with- 
out the application gross and violent 
stimulants. Let accept our duty 
remove the causes that blunt the dis- 
criminating powers the minds 
students. How best this? There 
are many utilization techniques, but 
the basic way improve taste and 
raise standards provide opportuni- 
ties, preferably the classroom, for 
the tasting process function. For 
learn improve our tastes tasting. 
would raise students’ criteria 
artistic appreciation, must give 
them opportunities enjoy artistic 
radio compositions. would de- 
velop that difference which meas- 
ure the elevation one student’s 
appreciation over another’s, must 
conduct the classroom panel 
sions, round-table discussions, and open 
forums for the evaluation programs 
all types. Not only versions 
classic novels, plays, and poems, but 
every one the score types radio 
programs must given consideration. 
Eventually the com- 
panies will provide albums record- 


ols 
ng, 
rds 
ast 
its 


244 


ings exemplifying the representative 
programs each type. Such albums, 
from year year, will record the ris- 
ing standards radio. Possibly the 
recordings will accompanied 
manuals and study-guides for the use 
teachers and students. Then in- 
deed shall have opportunities 
bring the world into the classroom. 
The best evening programs, tran- 


EDUCATION FOR DECEMBER, 1944 


spect the demands Mr. 
Petrillo, likely that the post-war 
period will see solution the con- 
comitant problem bringing exam- 
ples all types programs into the 
classroom times that conform the 
schedules schools and colleges, 
introducing millions young people 
worthwhile programs with which 
they are unfamiliar, through the use 


recordings, and then sending them 
home listen forthcoming “live” 
programs the types they have tasted, 
shall democratizing higher stan- 
dards appreciation. 


form, can presented 
playback machines for all members 
group hear their convenience 
during class time. Now that the re- 
cording problem has been settled re- 


ARE BOOKS ESSENTIAL? 


Today are deriving help, inspiration, cour- 
age and diversion—from books. 

Book are saving priceless man hours making avail- 
able, all who can read, all the skills all 
the crafts vital victory. 

Books are explaining bewildered nation why 
fight—how, and where, and whom fight. 

Books reveal our friends, unmask our enemies. 

Books help understand our country, our world, 
the history, the geography, the people, their cus- 
toms, their ambitions. 

Books take where our men are fighting and make 
them better fighting men. 

Books give all that mankind has done and dreamed 
and planned 

Whatever man has accomplished hope accom- 
plish yours—in books. 

Are books essential? Try imagine democracy 
war—without books. 


Johnson 
“School Briefs.” 
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Role Classroom Widened 


UBLIC systems various 
country are turning 
the supplement their 
teaching. indicate that new 
materials have introduced into the 
classroom result extended radio 
programs. some instances lectures, 
symposiums general discussions 

News have proved popul- 
lar the elementary and high school 
levels. Chicago, for example, the 
schools conduct program called 
“Young America Answers,” which 
high-school students analyze and pre- 
sent the news their classmates. 
“News the Week” program 
lumbus, Ohio, attracts considerable stu- 
dent following. Another popular pro- 
gram, “The News Interpreted for 
Children,” sponsored the Evans- 
ville (Ind.) schools. Children the 
social science classes are quizzed week- 
determine how well they have re- 
tained their radio 

Typical what taking place else- 
where are the increased radio services 
introduced the New York City 
school system this fall. Three times 
many programs are listed were 
scheduled year ago. Many are de- 
signed specially for classroom listen- 
ing. 


More Radio Instruction 
The Board Education has doubled 


the number teachers assigned 
radio instruction 
The programs are conducted Station 
WNYE, the board’s educational 
transmitter. the growing 


use the radio the local schools, 
Dr. John Wade, Superintendent 
Schools, expressed the hope that the 
radio not only would help the children 
but also would provide parents with 
better understanding the school sys- 
tem. 

Teachers and selected students are 
being trained courses radio pro- 
duction and engineering. They will 
collaborate the creation, production 
and transmission over 600 broad- 
casts, and standard wave length, 
during the present school year. 

addition, several programs which 
proved popular among adult listeners 
last year will continued and ex- 
panded. Last “New York 
Schools Look Ahead” series post- 
war plans education will con- 
tinued, and two new programs for 
adults have been added. “Spanish 
Without Tears,” program which 
drew unexpected amount adult 
fan mail last spring, will joined 
“Salute France,” program de- 
signed provide instruction ele- 
mentary French and French civil- 
ization and culture. 


Range Programs 

School listeners will receive radio 
instruction subjects ranging from 
newscasts through history, music, 
drama, foreign languages, current af- 
fairs, history and geography. Specially 
trained teachers have been assigned 
the Board Education conduct 
these programs. 

Sometimes even “dull” purely 
academic subjects are broadcast the 
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students. Outstanding this field 
the program conducted the Port- 
land (Ore.) schools, mathematics, 
addressed high school students and 
quiz, number story and inter- 
view with some adult who emphasizes 
the use mathematics particular 
vocation. 

High schools Cleveland and vari- 
ous other communities offer credit 


courses radio writing, part the 
English work. The radio programs 
are frequently used supplement the 
teaching English jouralism, 
well instruction literature. 
dianapolis grade children have heard 
book reviews, dramatizations and 
teresting short stories radio. Toledo 
has found that the radio helps pupils 
with poor reading 


VICTORY 


The Christmas message sounds again 
hopefully did then 


When who said: 


“My 


Appeared teach man how live. 

His peace gave—a blessed peace. 
Abiding joy, and sure release 

From all ingrown, disturbing fears, 

That Love might triumph through the years. 


And Love has triumphed! 


Write plain, 


“Lest forget” and hate vain. 


And Love does triumph! 


Day day 


Love shows more excellent way. 
And Love shall triumph! God’s plan— 
The One Great Brotherhood Man! 


—Anna Mary Dickson 


EDITORIAL 


EDUCATION 


versus RADIO 


CARL MILLER 


noble gestures the direction 

education. known about its 
schools the air. appreciate the 
small amount good music broad- 
casts. approve certain special 
educational programs, such the 
University Chicago Round Table 
the Town Meeting the Air. 
But one could add all the programs 
doubtful educational value, add all the 
programs definite educational value, 
then compare the two, the former would 
outweigh the latter shocking fashion. 

Nor fail appreciate the prob- 
lems radio men. know that they 
are conducting business, and 
ness, broadly considered, activity 
which something must bought and 
then sold that there profit for the 
managers. And that manage- 
ment radio business where comes 
the educational rub. 

First, there the matter advertis- 
ing. That’s where the money comes 
from, course, but what rot fre- 
quently promoted with loud speakers 
over the land! what fairly good stuff 
over-emphasized the point distor- 
tion! Take vitamins moderate ex- 
ample. There must money the 
vitamin business, judge the num- 
ber radio programs sponsors, but 
the uses vitamins advertised are far 
from what course health should 
teach.* Yet vitamin programs are made 
extremely influential clever talent. 
Some the best news announcers, for 
instance, command great. attention for 
their work, but between the news 
doubtful advertising comes forth and 


radio business has made some 


makes its dent minds that the cohorts 
education trying nurture. 

Second, there the “law” the radio. 
business which says that the program 
must listened great numbers; 
otherwise sponsor will part with his 
money. That “great numbers” another 
rub for education. The taste most 
people one reason educators exist. 
They know that one their jobs try 
raise its standard. Yet contrary 
their effort, here the radio business 
putting continual shows that pander 
uneducated taste. Often the quality 
drops low that one wonders the taste 
not below average. Jazz bands 
rattle forth their music, night club sing- 
ers belch sob forth their songs, contest 
programs ring their cash registers, actors 
put shows that mostly stir emo- 
tions, and crime story tellers kill their 
way through plots. And all the time 
poor educators sit back and wonder 
there longer charm pure, sweet 
tone, wonder the average American’s 
philosophy life should geared 
much into money, wonder mind and 
the better emotions will ever triumph 
over passion, and wonder juvenile de- 
linquency can ever cured with radio 
telling children how kill. 

What’s the answer the conflict be- 
tween radio and education? Well, 
with most the problems the day, 
one knows the answer, but maybe lies 
the federal government’s subsidizing 
the radio business. Uncle Sam wor- 
ries much about food for the body that 
aids the farmer subsidies, maybe 
ought worry about food for the mind 
and soul subsidizing radio that 
not much dependent wide popular 
appeal and receipts from advertising. 


November 23, the Associated Press announced conclusions vitamin study made 
the Duke University School Medicine. was conducted the request the quartermaster 
Seneral’s office. Said the report part: one would question the employment 
therapy frank deficiency diseases even suspected deficiency states, still one 
wonders the indiscriminate use vitamins, sold over the counter people who have ob- 


vious disease, justified.” 
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BOOK 


The Fourth Chime. The National Broad- 
casting Company, New York. 1944, 174 
pages. 


This the story the National Broad- 
casting Company and its remarkable work 
the reporting significant world events 
from the actual scenes activity. The 
“Fourth Chime,” first used NBC News 
and Special Events when the Hindenburg 
exploded Lakehurst 1937, note 
added the familiar NBC three-chime 
signal which rings out from the NBC 
Newsroom only when events major his- 
torical importance occur. 

The book, replete with photographs, re- 
views some these events “of major his- 
torical importance” that have taken place 
these recent stirring years. This 
fine book for social studies people the 
secondary schools and also gives con- 
siderable amount material that might 
used connection with the work 
the school guidance 
New York University. 


Handbook Classical Drama. 
Philip Whaley Harsh, Stanford University, 
California, Stanford University Press, 
1944, XIT and 526 pages. $4.00. 


Handbook Classical Drama consists 
introductions the various types 
classical drama, sketches the lives 
the dramatists, summaries the remark- 
able features their works, and in- 
dividual treatment each the extant 
Greek and Latin plays. For those inter- 
ested classical culture and those inter- 


ested the history the drama, 
superb contribution. Sufficient 
ation given classical background, 
the artistic designs and methods the 
dramatists., and the field ancient 
interpretation each individual play, 
The arrangement the material such 
that students can readily use the book; 
moreover, there ample space given 
these ancient dramatists and their 
There are factual data presented concern- 
ing the production each play. For the 
important plays, there are sections the 
legend, source and influence, the theme 
the play, and other topics special in- 
terest. This volume for every college 
library and for the shelf our classists 
and students the 
Sears, New York University. 


Freedom Through Education. John 
Redden and Francis Ryan, 
kee, The Bruce Publishing Company. 1944. 
and 204 pages. $2.50. 


The authors this book, professors 
the School Education Fordham Uni- 
versity, seek point out that the Four 
Freedoms have moral foundation flow- 
ing from the truths philosophy and 
divine revelation, and that they can only 
practiced effectively under the democra- 
tic way life. The bulk the book 
discussion the manner which these 
Four Freedoms can appropriately im- 
Sears, New York University. 
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Some Single Discs 


Rachmaninoff made piano transcrip- 
tion Bach’s Partita No. for 
panied Violin. Victor 11-8607, the late 
Russian composer pianist heard 
this brilliant and animated music. Music 
far different sort the regal Corelli 
Sonata for Organ and Strings. This 
recorded Victor 10-1105 the cele- 
bated organist, Dr. Power Biggs, as- 
sisted the strings the Arthur Fiedler 
Sinfonietta. 


Dohnanyi: Quintet Minor for 
Piano and Strings, Op. Edward Kil- 
enyi, piano and the Roth String Quartet. 
Columbia Masterworks No. MM-546. Four 
12-inch records. $4.50. 


This very early work the contem- 
porary Hungarian composer-conductor- 
pianist, Erno Dohnanyi, can truly rated 
masterpiece. The Quintet Minor 
was composed 1895, when Dohnanyi was 
but eighteen years age and still stu- 
dent the Royal Academy 
Budapest. That summer the young student 
visited Brahms the latter’s summer re- 
treat the Austrian Tyrol. 
Brahms was highly enthusiastic over the 
newly created Quintet and arranged for 
immediate performance the work, with 
Dohnanyi playing the piano part. The 
composition was instantaneous success. 
1902 the Quintet was published. Today 
the work infrequently heard and 
particularly valuable have this fine re- 
cording great piece chamber 
music. For schools just starting their 
collections recorded music, this set 
ideal for first item the field cham- 
ber music recordings. 

Dohnanyi was born Pressburg, Hun- 
gary, 1877. began the study piano 
the age eight and his musical apti- 
tudes were marked that 1894 was 
sent the Royal Academy Budapest. 
1897 his Symphony won the King’s 
Prize the Academy. From 1897-1908 


toured widely, giving concerts throughout 
Central Europe, England, and the United 
States. His success everywhere earned for 
him tremendous reputation concert 
pianist. composer Dohnanyi orig- 
inal but not overly modern. His inspira- 
tion firmly rooted the romanticism 
the late ninteenth century. His chief 
model Brahms and, all his creations, 
there are traces the influence Schu- 
mann and Mendelssohn. 

Incidently, Edward Kilenyi, who plays 
the piano part this recording, 
American Hungarian descent was 
pupil Dohnanyi. 


Beethoven: Duetin Flat for Viola 
and ’Cello. William Primrose, violist and 
Emanuel Feuermann, ’cellist. RCA-Victor. 
Dise 11-8620; $1.00. 


This one the most delightful ever 
written Ludwig van Beethoven and the 
present recording the first domestic 
pressing this interesting composition. 
According John Burk, author re- 
cent Beethoven biography, the duet “was 
sketches which would date between 1794 
and 1800.” Obviously humorous sketch 
made for some musical get-together, the 
duet receives performance William 
Primrose and Emanuel Feuermann that 
would most certainly win Bethoven’s ad- 
miration. 


Mozart: Quartet No. Flat Ma- 


jor. The Busch Quartet. Columbia Set 


The Mozart Quartet No. Flat 
Major one the finest pieces eigh- 
teenth century chamber music. And the 
Busch Quartet one the finest ensem- 
bles the twentieth century. Ergo 
this unusually fine recording 
unusually fine piece After se- 
ries early efforts, Mozart abandoned the 
quartet form and, for period nine 
years (1773-1782), devoted himself other 
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fields. 1781, Haydn’s “Russian” Quar- 
tets appeared and the many new develop- 
ments these (Haydn was the “papa” 
the string quartet well the sonata- 
form symphony) quartets inspired Mozart 
compose series six quartets which 
dedicated Haydn. This series, begun 
1782, was completed 1785. The six 
“Haydn” Quartets represent Mozart the 
zenith his creative career. The Quartet 
No. 16, the third the series, marked 
feeling quiet sadness and ethereal 
tranquility. The present recording 
fine one with which introduce the beau- 
ties chamber music young people. 


Rachmaninoff: Concerto No. 
Minor. Sergei Rachmaninoff, pianist and 
the Philadelphia Orchestra, Eugene Or- 
mandy, conductor, RCA-Victor Album DM- 
972; $4.50. 


This recording the fourth and last 
piano concerto Sergei Rachmaninoff 
(1873-1943) monument one the 
most beloved contemporary musical per- 
sonalities. Rachmaninoff wrote concerti 
for piano and orchestra and, incidentally, 
now available Victor albums. 
These concerti cover time span almost 
half century and present revealing 
commentary the evolution Rachmani- 
thought. The Fourth Concerto stems 
from the other concerti and character- 
ized the same broad melodic line. Added 
this texture lush melody, the full- 
bodied orchestration that gives the work 
such spacious background. The 
certo was composed 1926 and later re- 
vised the composer 1938. The record- 
ing especially sonorous one and the 
album splendid item for the musical 
library any school college. 


Bach: Prelude and Fugue Flat 
Major (St. Anne) Chicago Symphony Or- 
chestra, Frederick Stock, conductor RCA- 
Victor, Album DM-958 $2.50. 


The Prelude and Fugue Flat Major 
Johann Sebastian Bach (1685-1750) 
splendid example Bach’s creative genius 
applied matters the organ. was 


while Bach was preoccupied with the 
tion some his more extensive 
(the passion, masses, and cantatas) 
he, nevertheless, found time compose 
the instrument which had provided 
very root his development. 
great preludes and fugues, four 
minor, minor, and flat major) 
written this period. 1739, the 
lude and Fugue Fiat Major 
1931, Dr. Frederick Stock 
transcription the work for modern 
chestra and this transcription that® 
heard the sonorous recording 
work conducted the late conductor and 
Chicago Symphony Orchestra. This 
splendid selection for classes 
that are studying Bach 
music his day. 


Handel: Cantata-Nel Dolce 
Oblio. Katherine soprano: 
fred Mann, recorder; Edith 
Lucy Weiss, viola 
Hargail Records. MW-103B. One 12” 
ord. $1.31. 


little-known secular cantatas for solo 
edition.) The recording excellent 
every respect and the performance 
cally conceived and adequately 
Hargail has another triumph this 
cording. interesting discover the 
ancient instrument, the recorder, used 
the harpsichord and viola 


Single Discs 
Liszt: Liebestraum, No. 
Chopin: Impromptu A-Flat 


Alexander Brailowsky, pianist, 
Dise 11-8643; $1.00. 


The splendid artistry the 
Alexander Brailowsky applied 
very familiar works for the 
famous Liebestraum and 
Impromptu A-Flat, Op. 29. Brailowsky 
famous all over the world 
Chopin. 


